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5825 Midway Park. Chicago 
All rights reserved 


; : Copyrighted ‘1921 by C. L. Bowes 
Ideal Living Room with Fireplace—An important feature in every home. 


) i Me A wil Mh ma vv 3 ah ( Tiaas ec 
Pe A 1 


on 
jel 


VIS 


= 


aN 
ot 
Sh, 


Zz 


k—* 
f 


Modern Sun Parlor—A delight to all the household 


Rides 1921 by, €, L. Bowes 


way Park, “Chieago 
All rights reserved 
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MAIN FEATURES 


EVEN room Dutch Colonial, attractive 

and modern in every line, suitable to 
any climate or neighborhood. 
First story walls of stucco on common 
lath, furring strips, building paper, shiplap 
sheathing, studding, lath and plaster. 
Second story gables shiplap siding instead 
of stucco. 


Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 


Other desirable features are the grand liy- 
ing room, private porch and four large 
chambers. 


Note the convenient rear entrance at grade. 


IITCHEN, 
Issue" 


FIRST FLOOR 
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VIEW OF FIRE PLACE 


REAR AND SIDE VIEW 


Design 11845 


DIMENSIONS 


Wadthvaverralli eae oe ecco 46 it. 2 in. 

Depth rover elie secs ccsessseeeseeseree eee 31 ft. 6in. 

Height of outside studs to second floor 
ceiling 18 ft. 


First floor ceiling height... 9 ft. 
Second floor ceiling height. 
Height of basement.......... 

Pitch of roof top rafters. aa 
ft. rise to 12 ft. run 


Pitch of roof lower rafters...........---.cc-e0------ 
30 ft. rise to 12 ft. run 


Projection of eaves front and rear-..3 ft. 6 in. 
First floor joists....... 22x10) 16 in OLG. 
Second floor joists... 22010 161m OnG, 
Ceiling joists . E2300. Loin OnGs 
Rafters: 2.5 SAGA LOMDU ONG, 
Foundation wall .... 8 in. concrete 


| CHAMBER 
| is's106 


| 
L 


Serecasennnegeterimee 


AMERICAN HOMES 
BEAUTIFUL 


Re ee 


SSS SSS SS aS SSS CSS SSS 


= 


ae ty ically 


= ae 


AMERICAN HOMES Design | 1845 9 


BEAUTIFUL 


MAIN FEATURES 


NOTHER attractive example of the 
American type. Substantial stucco and 
frame construction suitable for any location. 


Outside walls of stucco on sheathing lath, 
building paper, studs, lath and plaster. Rus- 
tic wide shiplap siding below. Roof coy- 
ered with asphalt shingles laid on D. & M. 
or shiplap roof sheathing. 


Large conveniently located rooms with 
plenty of windows. Large chambers and 
comfortable porch are other desirable fea- 
tures. Convenient entrance at side. Do 
not overlook the alcove and cozy nook 
with fire place. 


INTERIOR VIEW OF NOOK AND FIRE 
PLACE 


ce aa 


DIMENSIONS 


Width over all 
Length over all 


Height of outside studs to plate 
20 ft. from grade 


First floor ceiling heigh 
Second floor ceiling height 
Height of basement 
Pitch of roof 

First floor joists 
Second floor joists 
Ceiling joists 


4 ft. rise to 12 ft. run 
..2 x 10, 16 in. O. €. 
B20 16in. OnE; 
eZ x, 6; 16:in. OFG: 
2x 4,16in. O. C. 

Se sia The ne MA, Gt 


Foundation wall....10 inch concrete below 
grade, 
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AMERICAN HOMES 
BEAUTIFUL 


Me 


Ee 


MAIN FEATURES 


EVEN ROOM two story modern home. 

Well designed, substantial and suitable 
to any climate. 
Outside walls of stucco on common lath, 
furring, building paper, shiplap sheathing, 
studs, lath and plaster. Roof of asphalt 
shingles on shiplap or D. & M. sheathing. 
All rooms are large and well lighted. Closets 
are conveniently arranged. 
Do not overlook the living room with fire 
place, large sun parlor, pantry, conveniently 
arranged kitchen and well planned cham- 
bers. 


DINING 
ROOM 
| IZ0'x133" 


LIVING ROOM 
20°6'x 133" 


SUN PARLOR 
IT'e"x o'6" 


I —————— —OwO—— a ——— III 


DIMENSIONS 


Width over all 
Length over all... : 
Height of outside studs. na 


First floor ceiling height....-.-.--.-::---:----- 9 ft. 
Second floor ceiling height. Rit: 
Height of basement...... =" Ry cee 7 ft 
Pitch of roof 7 ft. rise to 12 ft. run 

peep easy incntesn 2) tt. 6 ins 


Eave projection 


First floor joists 2 x 10, 16 in. O. C 
Second floor joists 2x 10, 16in. O. C. 
Ceiling joists -- 2x 6,16in.O.C. 
Outside studs 2x7 4,160, OG. 
Raters ere eee eee cool Gut Ones 
Foundation wall.........--..---------8 inch concrete. 


CHAMDER 
lO0'*x1I03 


CHAMBER CHAMBER. 
\3'9"x 13:3" i3'9"x 133" 


TIN DECK 


SECOND FLOOR.. 
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AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 
TORY and one-half Bungalow, offering 
seven large rooms, bath and great closet 
space. 
Construction is substantial and suitable to 
any climate. 
Outside walls first story of beveled siding, 
building paper, shiplap sheathing, studding, 
lath and plaster. 
Second floor walls gables and dormers are 
shingles instead of siding. 


Note the first oor chamber, grade entrance, 
large living room, convenient kitchen and 
large chambers on second floor. 


Living, ROOM 
2300120 


PrivaTe PoRcH 
160.80 
CL. 


= FIRUT. FLOOR. PLAN 


VIEW OF DINING ROOM 


zo Oe Aue or a 
FRONT AND LEFT SIDE VIEW 


il 


DIMENSIONS 


Width over all..... 
Length over all. 
Height of outside studs to plate......-.------- 

14 ft. from grade 


First floor ceiling height...-..- SO 
Second floor ceiling height 8 ft. 
Height of basement.......-.--- Hott 
Pitch of roof.....---.------- 7 ft. rise to 12 ft. run 


Projection Of EaveS.-..------------ 3 ft. 6 in. 
First floor joists------ 

Second floor joists 
Ceiling joists - 
Studs 2x4, 16 in O.C. 
Rafters .....-- : 2x4, 16 in. O. C. 
Foundation wall....8 in. concrete below grade 


x 6, 16 in. O. C. 


CHAMBE! 
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Design 11849 


AMERICAN HOMES 


BEAUTIFUL 


MAIN FEATURES 


XAMPLE of the latest American type. 
Substantial stucco and frame construc- 


tion suitable to any location. 


Outside walls of stucco on common lath, 
furring, building paper, shiplap sheathing, 
studs, lath and plaster. Roof covered with 
asphalt shingles laid on D. & M. or ship- 
lap roof sheathing. 


Large conveniently located rooms with 
plenty of windows. Large chambers and 
comfortable sun parlor are other desirable 
features. Fire place on first floor. Con- 
venient entrance at side. Do not overlook 
the wide broad terrace. 


KITCHEN 
13's" x 10's" 
LIVING 


Room 
13'3" x 25'0" 


TERRACE 
10'O" WIDE 


First Froor 


INTERIOR VIEW OF LIVING ROOM 


FRONT AND LEFT 


SIDE VIEW 


Design 11974 


DIMENSIONS 


DUET ay aoh Conta oye) CU Rarer eect ss 
Depth over all 
Height of outside studs 
First floor ceiling herglit=reees-aeeee 
Second floor ceiling height 
Height of basement... ie 
Pitch of main roof.....-- 6 ft. rise to 12 ft. run 
So ttOmiae 


Eave projection 
First floor joists....----- 
Second floor JGiStSeeee- Sates 


2x10, 16in.O. C. 


Ceiling joists-------2x 6, 16in. O. C: 
Outside studs 2x 4,16in.O.C. 
Rafters - ee 2 LONROUG: 
Foundation......------+--------07+ 10 inch concrete. 


| Camper 
13'3" x 9'6" 


CHAMBER 
13's" x 25'0° 


Second FLoor 
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MAIN FEATURES 


MODERN Dutch Colonial type, attract- 
ive, home like and of first class con- 
struction. Three rooms on first floor with 
breakfast room and porches. Three cham- 
bers and bath on second floor, 

Outside walls of wide jointed shiplap sid- 
ing, shiplap sheathing, building paper, stud- 
ding, lath and plaster. 

Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 

Notice the large living room with fire place 
and French doors opening into the broad 
private porch. Do not overlook the con- 
venient arrangement of rooms and_ the 
chambers. Fire place on second floor. Out- 
side and inside entrances into basement. 


KITCHEN 


| worn Tape | 


D 
126x130" 


FIRST. FLOOR 


2 


INTERIOR VIEW OF BREAKFAST ROOM 


FRONT AND LEFT SIDE VIEW 


Design 12035 


DIMENSIONS 


Width over all 
Depth over all. 
Height of outside studs 
First floor ceiling height... 
Second floor ceiling height. 
Height of nats 2 oe 
itc of, top rafters... 
Sian : 7 ft. rise to 12 ft. run. 


Eave projection... 
First floor joists 
Second floor joists.. 


Ceiling joists -...-.---- i 
Outside studs ....- 2x 4:16in- OG. 


Rafters 22% 4,16in-:O; GC 
Foundation wall....i3 inch concrete with 13 
inch brick above. 


2x 10, 16 in. O.C. 
2x 10, 16 in. O. C. 
“2x 6, 16in.O.C. 


es 
CHAMBER 


| CHAMBE 
IZex23'o" 


IzZ2'x12'3" 


SECOND FLOOR. 
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AMERICAN HOMES Design 12035 25 


BEAUTIFUL 


MAIN FEATURES 


YPE of modern Bungalow, practical, 
substantial and conveniently arranged 
with three chambers on second floor. 


Outside walls of siding, building paper, 
shiplap, studding, lath and plaster. 


Roof of asphalt shingles laid upon shiplap 
or D. & M. sheathing, 


All rooms large and well lighted. 


Other features are the kitchen arrangement. 
toilet for first floor, sleeping porch and 
large chambers. 


Note the desirable fire place and first floor 
chamber. 


DINING ROOM 
16'6'x1!'6" 


INTERIOR VIEW OF STAIRWAY 


ii 


if 


DIMENSIONS 


Width over all 
Length over all.....---.--------------- 3 
Height of outside front stiids to plates.......... 12 ft. 
_ 9 ft. 
First floor ceiling heigh mee: ft. 
Second floor ceiling height. Ske an ee 
Height of ba enqecnsetsentyan} deaetadtns aCe 
Pitch of roof rise to 12 ft. run 
Projection of eaves... aecsgesseesemse) Iti OUITS 
First floor jo 2X 10, 16.10. OL1G. 
Second floor joists .2x 10, 16 in. 
Ceiling joists .2x 6, 16 in. 
Outside studs -..- : Jue A, Loa: ih 
Rafters eh ee re te yee at fo moe Pal S&S 
Foundation wall....13 in. concrete below grade. 13 
in. brick above 


Height of outside rear studs to plate... 


CHAMBER 
120x153" 


CHAMBER 
i20.9'0° 


Design 11909 


AMERICAN HOMES 
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Design 11909 


AMERICAN HOMES 
BEAUTIFUL 


Outside walls, below belt, of 
building paper, 
studs, lath and plaster. 
lath above belt course. 


located 
Large chambers, break- 
fast room and comfortable sun porch are 
other desirable features. 


conveniently 
plenty of windows. 


MAIN FEATURES 

WO STORY Colonial square type sub- 
stantial home, balloon frame construc- 
tion, suitable for any location, 


Roof covered with asphalt shingles laid on 
D. & M. or shiplap roof sheathing. 


Fire place on each 


LIVING ROOM 
\'3"'x.230" 


wide 
shiplap 
Stucco on sheathing 


rooms 


VIEW OF FIRE PLACE 


SIDE AND REAR VIEW 


Design 11972 


Depth over all 
Height of outside wall 
First floor ceiling height 
Second floor ceiling height 
Height of basement 
Pitch of roof....-.------: 
First floor joists-- 
Second floor joists 
Ceiling joists - 
Outside studs 
Rafters 
Foundation 


CHAMBER 


\'s"x9'6" 


? 


i 


? 


? 


> 


5 ft. rise to 12 ft. run 
x 8, 16 in 


x 8, 16 in 
x 6, 16 in 
x 4, 16 in 
x 4, 16 in 


CHAMBER. 
'3"x23'0" 


. from grade 
--9 ft. 


iG 
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oe 
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m, 8 


8 inch concrete below grade 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


MERICAN Colonial type of modern 

Home, practical, substantial and con- 
veniently arranged with six rooms, bath 
and sun parlor. 


Outside walls of wide siding, building paper, 
shiplap sheathing, studding, lath and plaster. 
Roof of asphalt shingles laid upon ship- 
lap or D. & M. sheathing. 

All rooms large and well lighted. 


Other features are the kitchen arrangement, 
large living room and the well planned 
chambers on second floor. 


Notice the fire place and the desirable sun 
parlor. 
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Design 11844 


DIMENSIONS 


Width over all 
Depth over all. 
Height of outside studs to plate 
ees ee pro ate . from grade 
First floor ceiling height en 9 ft. 
Second floor ceiling height.. oe Be 
Height of basement 
Pitch of roof 
Eave projection 
First floor joists 
Second floor joists... 
‘eiling joists 
io Fe 4,16 in. O. C. 
Es ne xe 4 1G In: G 
Foundation wall... inch concrete 
grade. 


CHAMBER | 
Wo x230° 


SECOND FLOOR] | ®&F 


AMERICAN HOMES 
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Design 11844 


AMERICAN HOMES 
BEAUTIFUL 


DIMENSIONS 


MAIN FEATURES “iain ol ee ee 29 ft. 10 in. 


OLONIAL Dutch type of original de- Depth over all.. er ere Oe 
sign offering six large rooms, bath and : | Height of outside studs.. ....-14 ft. and 6 ft. 
all conveniences. < First floor ceiling height 9 ft. 
Second floor ceiling height.............- ; 8 ft. 
Height of basement... = 
Pitch of roof, top rafters 


Construction is substantial and suitable to 
any climate. 
Outside walls of stucco on common lath, i m1 ay 4 ft. rise to 12 ft. run 
furring, building paper, shiplap sheathing, / . 


studding, lath and plaster. First floor joists < 10, 16 in. O. C. 


Note the large sun parlor, large living | , > ( Second floor jOiSts.-.-..-+--- ¢ 10; 16:1n. O. C 
room, convenient kitchen and large cham- | i 4 ries bast ( ailing joists 6, 16 in. O. C. 
= ; : ; F A , iling ; 
bers on second floor. Fire place for first | dj ! ’ = Outside studs 4, 16 in. O. ( 
floor. oh NS ‘ Rafter 4, 16 in. O. ¢ 
- ee, & Nc > S 2 as 
E Foundation....10 inch concrete below gra 


INTERIOR VIEW OF LIVING ROOM 


| DINING ROEM 
L text's" I 


aoe 
REC. HALL 
UP 
ss iH} 
CHAMBER. 


LIVING : z Se, befell es 
250"x11'3" mame a eee ee ge ars"X'3 
C.B. 


FIRST FLOOR <a Aieetes SECOND FLOOR 
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Design 11969 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 
NE AND ONE HALF story Bungalow 


of modern type and of substantial con- 
struction. 


Offers six large rooms, bath and private 
porch, besides large closets and fire place. 


Outside walls of siding, building paper, ship- 
lap sheathing, studding, lath and_ plaster. 


Shingle roof. 


Notice the rear steps to basement under 
rear porch. 


. | 
DINING PCOM 
Mid or? 2 


INTERIOR VIEW OF FIRE PLACE IN. LIVING 
ROOM 


DIMENSIONS 


Width over all 
Depth over all.... 


Height of outsid 


e studs at rear............ 12 ft. 


Height of outside studs at front... 14 ft. 


Getling height - oe a--teoeeees 
Height of basement 
Pitch Of) tOO Lesa recseeeeercsecre penne 
9 ft. and 10 ft. rise to 12 ft. run 


Projection of eaves 
First floor joists 
Second floor joists 
Ceiling joists.... 
Rafters . . 
Foundation wall 


Sey ae é It. 
x 10, 16 in. O. C, 
x 10, 16 in. O. C, 
ce satoin, O, Cs 
x 4, 16in. O.C. 
0 inch coner 


= bo DO bo bo 


| CHAMBER ai % 
ivexie" Chane 
t'6x7'9" 


CHAMDER | 
wo'xze" |i - 


SLCOND FLOOR 
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MAIN FEATURES 


| Votiated example of Colonial type, attractive, 
substantial and of first class construc- 
tion, offers six large well lighted rooms, 
bath and sun parlor. 


Outside walls of wide shiplap siding, build- 
ing paper, shiplap sheathing, studding, lath 
and plaster. Roofing of asphalt shingles 
laid on shiplap or D. & M. sheathing. 


Living room and one chamber full depth of 
building, large basement with grade en- 
trance. 


Grade entrance to kitchen and basement is 
very convenient. 


IVING ROOM 
13'3"x 250" 


DINING 
ROOM 


Ii} I9Sxige 


FIRST FLOOR 


pt ade RS eS 


~ 


INTERIOR VIEW OF LIVING ROOM 


SIDE AND REAR VIEW 


Design 11943 


DIMENSIONS 


Width over all 

Depth over all 

Height of outside studs....20 ft. from grade 
First floor ceiling height 9 ft. 
Second floor ceiling height. 

Height of basement 


Pitch of root 
First floor joistSin-....2 X10, 16an,O0C. 


Second floor joists...-...-.---.-2 X 10, 16 in. O. C. 
Ceiling joists - 2x 6,16in. 
Studs 


. rise to 12 ft. run 


’ Foundation wall 


CHAMBER [ef 
1i3'3"xi0'9" 
=o ih 5 is3°x250° 
apa + 
In'3x109" | 
x10'9 ay 


CHAMBER 


SECOND FLOOR. 
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MAIN FEATURES 


ODERN type of Stucco House suit- 
able to any location, plain, substantial, 
yet attractive. 


Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 


Shingle roof. 
Five rooms conveniently arranged. 


Notice the grade entrance at rear, large 
comfortable rooms and the general arrange- 
ment. 


Construction is first class and cost medium. 


FIRST. FLOOR , 


INTERIOR VIEW OF FRONT CHAMBER 


FRONT AND RIGHT SIDE VIEW 
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Design 11344 
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DIMENSIONS 


Width over all 

Length over al 

Height of outside Studs ......-------ereee ce: 
sa 14 ft. and 16 ft. to plate 


wee St. 6 1My 
...29 ft. 6 in. 


First floor ceiling height.......... ao ft 
Second floor ceiling height.. mao it 
Height of basement............-.. = 7 it 
Pitch of roof.......--.-- 12 ft. rise to 12 ft. run 
Eave projectio ...20 inches 
First floor joist x , 16 in. O e 
Second floor joists x 8, 16 in. O r 

Ceiling jOiStS...+.--------e0--2 X 4,16 in, O. C. 
Rat ters. cscseticeee state x 4, 161in. O. ( 

Foundation wall....8 inch concrete below 

grade. 
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MAIN FEATURES DIMENSIONS 
ONG AL and Attractive, yet plain Wadthvover, alla. sesame 37 ft. 6 in, 
substantial construction and easy to Depth over allt sea UA STATA 
build. Height of outside studs... Three eo 18 ft. 


Five large rooms, large Porch, Bath Room 
and Terraced approach. Suitable to any 
location, 


Nike 
8 ft. 


First floor ceiling height............ 
Second floor ceiling height 


mic PU DSSSINENt ee 7 ft. 
Outside walls above first floor of shingles, Height of baser figaece: Di E 
building. paper, shiplap sheathing » studding Pitch Of TOO Ht, rise to 12 ft. run 


lath and plaster. 


Stucco on sheathing lath below first floor 
window heads, Roof of Asphalt shingles 


Eason se eee ed, ont: 
x 10, 16 in. O. C. 


Eave projection 
First floor joists... 


Second floor joists..............2x 6, 16in. O. C. 
laid on shiplap or D. & M. sheathing. Con- Sapte ane a, = inoue = 
crete porch floor and steps. Ceiling JOists cs a2 0, an = C. = 
Large living room with fire place. Plenty Ratters ....-s-rccnessetesereeensereereeeds Xx 6, 101n.Q. C, 


of. closets Foundation wall 


Notice the attractive appearance. 


9 inch concrete. | 


INTERIOR VIEW OF DINING ROOM 


1 4 i : : i mS Ge i i CHAMBER 
DLENING © fi li | eee z 2”. aa } 1S'exi4'e' 
ROOM , a a 2 ; CHAMBER 
15’ 4xi7'o" a ee 5.8 ie} r |i | be 1go'xiz'6 


SECOND TLoor 


Zz : FRONT AND RIGHT SIDE VIEW 
First TLoor 


42 Design 12005 AMERICAN HOMES 


BEAUTIFUL 


a. 


eas 


Saat STCTE NTE 
iigaesie 


43 


Design 12005 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 7 2 DIMENSIONS 


sg : Y r renal 
Ce honaL house of original design, of- : tee 4 pbs! paiee all Seale tat ie 
fering six large rooms, bath and all con- ne : rf Height of outside studs to plate 


veniences. ; . * Pr 20 ft. from grade 


Construction is substantial and suitable to a | j } ' ng ts 
any climate. } i) ' 5 : Second floor ceiling heiglit 


£ 
i i ; oAe HN ‘ Height of basement me/iit, 
Outside walls of wide rustic beveled siding, , s — ‘ f Pitch of roof...... se to 12 ft. run 


building paper, shiplap sheathing, studding, : —ase = ‘ First floor joist: 10, 16 in. O. c. 
lath and plaster. ex i —— . Second floor joists 10, 16 in. 
if — fe Ceiling joists : 6, 16 in. O. C. 
Observe the grade entrance, private porch, “ : z| Studs Ah 4, 16 in. Ge 
large living room, convenient kitchen and ‘ y ay = Yt Rafters ........ me oneereveente iO} 24 in. O.C. 
large chambers on second floor. Fire place : : Sj Foundation wall...9 inch concrete below 
: ; . ; & 4 srade. 
for each floor. grade 


ri 
2x 
SX 
2 
2 


DINING ROOM Ss Se ~ h 
I2'9x 110" = ST iaianioe — yk CHAMBER | CHAMBER 
™ feed loo'7x1'o" | 12'e'xi1'o" 
| 


» GRADE. Decor, 


LIVING ROOM 
I2'9"x15'9" 
| CHAMBER 
WS'x 15'S" f 


SIDE AND REAR VIEW 
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Design 11958 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


OL» Colonial Dutch type of Home is 
always popular. Attractive and mod- 
ern in every line. 
Seven large rooms besides the Sewing 
Room, Sun Parlor, Bath and Broad Porch. 
Outside walls of wide beveled siding, build- 
ing paper, shiplap sheathing, studding, lath 
and plaster. Roof of Asphalt Shingles laid 
on Shiplap or D. & M. Sheathing. 
Other desirable features are the large living 
room, Fire Place for both Sun Parlor and 
living room. 
Notice the convenient rear entrance. 
Construction is substantial. Suitable to any 
location. 


FIRST FLOOR: 


INTERIOR VIEW OF LIVING ROOM LOOKING 
TOWARD SUN PARLOR 


FRONT AND LEFT SIDE VIEW 
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DIMENSIONS 
Width over, alls cecess 62 ft. 6 in. 
Depth over alles Se 36) ft.'2) ins 
Height of outside studs... 18 ft. 
Pirststloor cesling heightie nr. ..seee 9 ft. 
Second floor ceiling height................- 8 ft. 


Height of basement 
Pitch of main roof top rafters... 
gs RGAE Soe ance nae 7 ft. rise to 12 ft. run 


Eaverptojection! sae as cere oF ite oan 
First floor joists..................2 x 10, 16 in. O. C. 
Second floor joists.............. 2x 1016 m2 ONe, 
Ceiling joists............ 2x4&2x 6,16in.0O.C. 


cone 2 4.16 in. Ovics 


8 inch concrete. 


Rafters 
Foundation... 


t i by 
SECOND FLOOR 
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BEAUTIFUL 


MAIN FEATURES 
POPULAR hip roof stucco design, eco- 


nomical and of first class construction. 
Offers well planned rooms with plenty of 
ventilation and light. 


Outside walls of stucco on metal lath, fur- 
ring, building paper, shiplap sheathing, 
studding, lath and plaster. Roof covered 
with asphalt shingles laid on shiplap or D. 
& M. sheathing. 


Main entrance at side. Large living room 
with fire place. 


Note the comfortable private porch, rear 
grade entrance and convenient arrangement 
of rooms. Do not overlook the kitchen ar- 
rangement. 


as (RST FLOOR 


INTERIOR VIEW OF FRONT CHAMBER 


FRONT AND LEFT SIDE VIEW 


Design 11348 


DIMENSIONS 


Width over all. 

Depth over all......... 

Height of outside ude ae 20 1 ft. from grade 

First floor ceiling height... 

Second floor ceiling helghe 

Height of basement...... 

Pitch of roof 

Eave projection 

First floor joists aniacen 

Second floor joists x 10, 16 in. O. C. 

Ceiling joists eer 7 16 in. O. C 

Rafters ee x co. Loun©. C, 
0 


inch concrete, 


ft. rise to 12 ft. run 
3 ft. 10 in. 
x 10, 16 in. O. C. 


Foundation wall 


1AMBER. 
Toxics’ 
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BEAUTIFUL 
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MAIN FEATURES 


ODERN one and one-half story house 
of balloon frame construction, 


Suitable to city or country and any climate. 
Outside walls of siding, shingles, building 
paper, shiplap, studs, lath and plaster. 
Shingle roof. 


Rooms are all large and planned with the 
maximum light and ventilation. 

Other desirable features are the large porch, 
kitchen arrangement, grade door and con- 
venient cabinets. 


I] | 
| DINING ROOM] | FT 


oe ie" 


LIVING .ROOM 


je9"xiI'g" 


DIMENSIONS 

Width over all.. eoeeeee8 ft 
Length over all ‘ 41 ft. 
Height of outside studs 14 ft. 
First floor ceiling height 9 ft. 
Second floor ceiling height Sit 
Height of basement mae >t 
Pitch of roof ; 12 ft. rise to 12 ft. run 
Eave projection . sseneeessoes 2 ft. 8 in, 
First floor joists 2x 10, 16 0. ( 

Second floor joists > x 10, 16 0.¢ 

Ceiling joists 2x 4, 16 O.¢. 
Rafters 2x 4,16 O. ¢ 

Foundation wall 13 in. concrete below h ad 


in. brick above. 


CrhaMBER 
16'9"x80 


i CHAMBE 


~ CHAMBER 
16'9°x133" 
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Design 11918 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


: | ‘WO story, attractive, substantial dwell- 
ing of balloon frame construction, 
suitable for any location. 


Outside walls of siding, building paper, 
shiplap, sheathing, studs, lath and plaster. 
Shingles for walls above second floor sill 
course. 

Shingle roof. 

Large conveniently located rooms with 
plenty of windows. 


Large chambers, sleeping porch and com- 
fortable private porch are other desirable 
features. 


FIRST FLOOR 


INTERIOR VIEW OF LIVING ROOM 


Design 66a 


DIMENSIONS 


Width over all 41 ft. 6 in, 
Depth over all.................. ; .....37 ft. 4 in. 
Height of outside studs 

First floor ceiling height 

Second floor ceiling height 8 ft. 3in. 
Height of basement ed fe 
Pitch of roof 7 ft. rise to 12 ft. run 
Boavie PLO] COCO MN ence cvce ences coserencsensereearee 3 ft. 3 in. 
First floor joists SZ x10, voi: O. G 
Second floor joists..........-....-2 X 10, 16 in. O. C. 
Ceiling joists....... an 60, 161n. O. CG 
Ratterse22= Bee oO, Lain, ©, Cy 


Foundation wall....10 in. concrete below grade 


ULEEPING 
Porc 
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| CHAMBER | 
| Cramer rates (deh 
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MAIN FEATURES 

NM ODERN attractive Bungalow of first 

‘— class construction. 
Suitable to any climate or location. 
Outside walls of siding, building paper, 
shiplap, sheathing, studding, lath and plas- 
rer, 
Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 
This house offers large rooms, plenty of 
closets and the maximum amount of light 
and ventilation. 
The concrete porch and fire place are de- 
sirable features. 


12 
= a 
KITCHEN 


ee 


INTERIOR VIEW OF LIVING ROOM 


Design 11637 


DIMENSIONS 
Width over all.....-.------------------= a a 28 ft. 
Length over all........---------:--0---- 55 ft. 8in 
Height of outside studs... 12 ft 
First floor ceiling height 9 ft. 
Second floor ceiling height. 8 ft. 
Height of basement..............-.--- ee 
Pitch of roof........--....----9 ft. rise to 12 ft. run 
Eave projection 3 it. 


2x 10, 16 in. O. C. 
2x8, 16 in. OF@@ 
2x4, 16in.O.C. 

P Zeek 4, 16.in, OF 

Foundation wall....10 in. concrete bel: with 
8 in. brick above. 


First floor joists 
Second floor joists 
Ceiling joists 


Rafters 


ROOF 


a 


| 
HAMBER 
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CHAMBER | 
iso'%x139 | 


SECOND FLOOR. 
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Design 11637 
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MAIN FEATURES 
cee story Colonial home, practical, sub- 
stantial and conveniently arranged. 
First floor outside walls stucco on sheathing 
lath, 


Second floor outside walls of siding, build- 
ing paper, shiplap, studding, lath and plas- 
ter. 


Roof of asphalt shingles laid upon shiplap 
or D. & M. sheathing. 


All rooms large and well lighted. 


Other features are the kitchen arrangement, 
toilet for first floor, sun parlor and large 
chambers. 


Note the desirable fire place. 


DINING 
ROOM 
(ZO0%xII'3" 


SUN PARLOR 


LIVING ROOM 
2''3'*133" 


VIEW OF LIVING ROOM AND FIRE PLACE 


LEFT SIDE AND REAR VIEW 


DIMENSIONS 


Width over all 

Depth over all... 

Height of outside studs. 
First floor ceiling height.. 
Second floor ceiling height. 


Pitch of roof lower rafters..................- = 
12 ft. rise to 7 ft. run 


Eave projection 

First loot jcists..225-see aon, O.. Ge 

Second floor joists. 2x 10, 16 in. O.C. 
2x 6, 16 in. O. C. 


CHAMBER | 
13'S"ki'S 


CHAMBER IF 5 ALCONY| 
'ox280 
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MAIN FEATURES 

QUARE type of modern design, medium 

cost and suitable to any location. 
This design offers six large rooms and bath 
conveniently arranged. 
Outside walls below belt course of beveled sid- 
ing, building paper, sheathing, studding, lath 
and plaster. Shingles above belt course. 
Roof is asphalt shingles laid on shiplap or D. 
& M. sheathing. 
All rooms are large and conveniently arranged. 


Note the very large front chamber. 


Livine Room 


16'9" X.13'3 
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eS Ce 
First FiLoor 


INTERIOR VIEW OF DINING ROOM 


SIDE AND REAR VIEW 
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Design 11996 


DIMENSIONS 


Width over all......-.-.-------c----s-sseeeneseeeneesnsenneenneee 
Length over all 
Height of outside studs.... 
First floor ceiling height.............. 
Second floor ceiling height 

Height of basement... 
Pitch of roof........------+---+ 6 ft./rise to 12 ft. run 
ecapgnevvadinahenesananydues teens 2 ft. 8 in. 
x 10, 16 in. O. C, 


Eave projection 
First floor joists 


Second floor joists....--....--------2 X 10, 16 in. O.C. 
Ceiling JOiStS) .------<0<---c-c-scesnse0= 2x 6,16in.0.C. 
Ria FtG0S coed cccsceeccassatesngetenvciemees Z2x 4, 16 in. OF@ 


Foundation wall......8 inch concrete below grade 
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MAIN FEATURES 


NE and half story attractive, substan 
tial dwelling of balloon frame construc- 
tion, suitable for any location. 


Outside walls of siding, building paper, 
shiplap. sheathing, studs, lath and plaster 


Shingle roof. 


Large conveniently located rooms with 
plenty of windows. 


The first floor chamber, large closets, 
comfortable porches are other desirable 
features. 


CHAMBER 
Wexi'e 


INTERIOR SHOWING COLONADE 


Design 11919 


DIMENSIONS 
Wid thiowetyall seeeiee tae 27 {t.6 in. 
Length over alll..5..-5--.--.-00 tt.4 in. 
Height of Outside studs........... 14 ft. 
First Floor Ceiling Height ......... 9 ft. 
Second Floor Ceiling Height........ 8 ft. 
Height\of Basement aan eine es ees Cit 
Pitch of Roof....8 ft. Rise to 12 ft. Run 
Have Projection sce oo aimee ee: 3 ft 
First Floor Joists...... 2x8 16 in. O.C. 
Second Floor Joists.... 2x8 16 in. O.C. 
Geiling Joists: se... ce 2x4 16 in. O.C. 
Ratters: Sais ar kiancne 2x4 16 in. O.C. 


Foundation Wall. .13 in. Concrete Below 
with 13 in. Brick above. 


CHAMBER 
l6o'x\o'6* 


CHAMBER 


\6'o’*x te" 


SECOND FLOOR 
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MAIN FEATURES 


ODERN type of residence, suitable to 
a wide lot. Square, plain, substantial, 
yet attractive. 


Outside walls of beveled siding, building 
paper, shiplap sheathing, studding, lath and 
plaster. 


Roof is covered with asphalt shingles laid 
on shiplap or D. & M. sheathing. 


Eight rooms conveniently arranged. Cham- 
ber with toilet on first floor. Fire place for 
both first and second floor. 


Construction is first class and cost medium. 


| 
[ CHAMBER 
\O9x9oS 


INTERIOR VIEW OF DINING ROOM 


Design 11857 


DIMENSIONS 


Width over all... Tapes 4e Ls 
Depth over all... 46 ft. 3 in. 
Height of outside studs to Plater .-20 ft 
First floor ceiling height 9 ft. 
Second floor ceiling height PS ft 
Height of basement emeer:.:7.1 ts 
Pitch of roof...........----- 4\% ft. rise to 12 ft. run 
Nan een 3 ft. 6 in. 
First floor joists.......-...-.--.-..2 x 10, 16 in. O. C. 
Second flor joists................2 x 10, 16 in. O. C. 
Ceiling joists peek 0; Loin. O.C: 
Outside StudS.cc...--.----c-c0:-.0..2 2, 16 in. O. C. 

2x 4, 16in. O. C. 
12 in. concrete 


Eave projection 


Rafters rede ret) 
Foundation wa!l......... 


POOF 


SECOND FI 
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MAIN FEATURES 
A VERY popular type of Dutch Colonial 
Home. Attractive, home like and of 
first class construction. Three rooms on 
first floor, three chambers and bath on sec- 
ond floor. 


Outside walls of wide jointed shiplap sid- 
ing, shiplap sheathing, building paper, stud- 
ding, lath and plaster. 


Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 


Notice the large living room with fire place 
and French doors opening into the sun par- 
lor. Do not overlook the convenient stair 
arrangement, grade entrance and the large 
chamber on second floor. 


Wowk tant 
KITCHEN 
‘3" xX 10'0 


ML DINING ¢1 6 
Room 


INTERIOR VIEW OF FRONT CHAMBER 


Design 11978 


DIMENSIONS 


Width over all 
Depth over all... 


31 ft. 6 in. 


Height of outside walls 21 ft. to plate 
First floor ceiling height........... Pee. 9 ff 
Second floor ceiling height......... Site 


Height of basemen 
Pitch of roof 


= 


Projection of eaves 
First floor joists...... 


Second floor joists...... 


Ceiling joists 


Studding: === 


Rafters alice 
Foundation wall... 
grade. 


8 


desccuavencheres vy. Eee 

7 ft. rise to 12 ft. run 

: ft. 10 in. 

eee om. ©, C: 
Pe, doneO, ( 
ce XO 1G m:O. | 

Bao 4, lon. «), C: 
wae & 4,16in. O. C 
inch concrete below 


CHAMBER 
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Design 11978 
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MAIN FEATURES 


QUARE type of modern design, medium 
cost and suitable to any location. 


This design offers six large rooms and bath 
conveniently arranged. 


Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 
Shingle roof. 

All rooms are large and well planned. 

Notice the great front chamber, fire place, and 
large closets. Do not overlook the comfortable 
front porch. 


DINING 
ROOM 
iz3"xiz's" 


KITCHEN 
10'3'x12'9" L 


LIVING ROOM 
230x11'9" 


PRIVATE PORCH 
I5'0"x |O'o" 


CB, 


INTERIOR VIEW OF LIVING ROOM 


FRONT AND RIGHT SIDE VIEW 


DIMENSIONS 


Width over all... BOonTt 
Depth over all...... 43 ft. 6 in. 
Z from grade 


Height of outside studs..... 
First floor ceiling height... 
Second floor ceiling height oes 8 
Height of basement Bes er eae tt 
Pitch of roof 7 ft. rise to 12 ft. run 
AVE cPTO] CGTOM a cceceeeceee recat aseeterees exten 24 inche 
First floor joists es pay AD gray he) in. Or 
Second floor joists pepatertececr er Ce, PLOT LO). ¢ 
Ceiling joists x 4, 16 in. O. ¢ 
tes x 4, 16 in. O. ( 
x 4, 16 in. O. ( 
Foundation wall....12 concrete  beloy 
grade. 


CHAMBER 
12'9"x9'3" 
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DIMENSIONS 
MAIN FEATURES | 
* > J 7 rie ‘ IO Ff 2 
OPULAR story and one half Home of Wraith overs cll rerectrentetsecereeeret 29 ft. 3 in. 
c eee : Depth over alles eee 40 ft. 2 in. 
first class construction. Three rooms F P : 
SI A Height of outside studs.............. 
on first floor and three chambers with bath veccsecesseezlf £t. 6 inches from grade 
on second floor. a = 
: a a : A First floor ceiling height...............-.... ao ft 
Outside walls of shingles, shiplap sheathing, Second floor ceiling height......... “eee ft ! 
building paper, studding, lath and plaster. Height of basement...............------------ oe 7 f 
e e 5 . 5 dite por ’ ¢ 7 ; > I ) 
Roof of asphalt shingles laid on shiplap or Pitch Of TOOE-.nccccsneee > it rise told ft. run WII 
Dh ioe eerie Fave ProjectiOM. ...,ccccscseescsessseass 3 ft. 6 in | 
. & M. sheathing. First floor joists.................2 x 8, 16 in. O. | | 
Notice the large living room with fire place. Second floor joists 2x 8, 16 in. O. | 
De ees ares Lee sar Ceiling joists..... eee x 4, 16in.O 
o not overlook Eile convenient stair ar- Sedge So Deraderd: O. ( 
rangement, grade side entrance and the Rafters VE de! fx 4.165n;0 
Foundation wall....8 inch concrete below 


large balcony on second floor. 


grade. 


INTERIOR VIEW OF LIVING ROOM 


| DINING Room 
13'o"x 11'3" 
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Design 11982 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


M ODERN stucco Residence, neat, at- 
tractive and planned with seven 
rooms, bath, sun parlor, breakfast room, 
pantry, and garage. 


Outside walls of stucco on common lath, 
furring strips, building paper, shiplap 
sheathing, studs, lath and plaster. Roof is 
covered with asphalt shingles laid on ship- 
lap or D. & M. sheathing. 


All rooms are large and well lighted. Large 
closets are conveniently arranged. 


Notice the attractive front entrance, the 
grade entrance and the large sun parlor, 
besides the fire place and the attractive liy- 
ing room. Do not overlook the convenient 
location of the garage. 


DINING 
ROOM 
IS ox2re" 


INTERIOR VIEW OF DINING ROOM 


Design 12018 


DIMENSIONS 


Width over all... 

Depth over all... 

Height of outside wall 

First floor ceiling height............ 

Second floor ceiling height 

Height of basement 

Pitch of roof ft. rise to 12 ft. run 
Projection of €aVeS..........--.---<.0 ft. 6 in. 
First floor joists. ee Xt 10,1618. 0, C. 
Second floor joists ee Lorn. ©: C. 
Ceiling joists eee 30; 1030.0)..C. 


Studding .- ee Soe Gti, C. 

Ratters: $355. eee ee PL OaBOL GO. 

Foundation wall....10 inch concrete below 
grade. 


chamseg | —~ 
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BEAUTIFUL 


MAIN FEATURES 


EVEN ROOM one and one half story mod- 
ern home. Well designed, substantial and 
suitable to any climate. 


Outside walls of narrow beveled siding, build- 
ing paper, shiplap sheathing, studs, lath and 
plaster. Shingle roof. 


All rooms are large and well lighted. Closets 
are conveniently arranged. 


Do not overlook the living room, large dining 
room, pantry, conveniently arranged kitchen 
and well planned chambers. 


Notice the toilet room on first floor and bal- 
cony at rear of second floor hall. Bath room 
on second floor. 


INITCHEN 
lex" CHAMBER, 
loexize 
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INTERIOR VIEW OF SECOND FLOOR 
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HAMBER 


FRONT AND RIGHT SIDE VIEW 


Design 12042 


DIMENSIONS 
Width over all 


Depth over all... 

Height of outside studs to plate. 

First floor ceiling height 

Second floor ceiling height... 

Height of basement... 

Pitch of roof......... 

First floor joists..........----------- ee 10, 16in. ¢ ). C 
Second floor joists = 2 x 10, 16 in. 
Ceiling joists - : ex 4, 16in. 
Studs See x 4G: 
Rafters 2 2x 4,16 in. 
Foundation w all... 12 inch concrete 


AMERICAN HOMES 
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BEAUTIFUL 


MAIN FEATURES 


OPULAR Dutch Colonial design, econom- 

ical and of first class construction, offers 
seven well planned rooms with plenty of ven- 
tilation and light. 


Outside walls of beveled siding, building paper, 
shiplap sheathing, studding, lath and plaster. 
Roof covered with asphalt shingles laid on 
shiplap or D, & M. sheathing. 


The terraced front and large living room with 
fire place are pleasing features. 


Notice the comfortable rear porch, rear entry 
and convenient arrangement of rooms. Do 
not overlook the kitchen arrangement and pan- 
try. Four chambers bath and four closets on 
second floor. 


DINING ROOM 
130x168 0" 


LIVING ROOM 
13'O°KX 23'O 


INTERIOR VIEW OF DINING ROOM 


FRONT AND LEFT SIDE VIEW 


Design 12006 


DIMENSIONS 
Width over?al lita. 38 ft. 8 in. 
Depth over alle eee... 44 ft. 
Height of outside studs to plate........ 13 ft. 6 in. 
First floor ceiling height... 9 ft, 
Second floor ceiling height.................. 8 ft. 
Height of basement...................... 7 ft. 


Pitch of main roof top rafters........... 


Eave projection.. 
First floor joists.. 


/ ft. rise to 12 ft. run 
Sore rN Sy SE ee 2 it 
2x 10, 16 in Ore 
eee 10, 16in. OF 
Ceiling joists .. swine X 6, 16:in. O1G 
Rafters oe x 4,16in. O08 
Foundation wall....10 inch concrete below grade. 


Second floor joists 


DLD.20om 
ISO"XN'e" 


pA 
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Design 12006 


AMERICAN HOMES 


BEAUTIFUL 


MAIN FEATURES F = DIMENSIONS 


iif (ol OG 1 | Reece a ieee ey 31 ft. 6 in. 
F,XAMPLE of late American type, at- Width sha all... 
tractive, substantial and of first class ft i : - Depth over all Be 
construction. Offers six large well lighted ‘ Height of outside studs... . 6 in. 
rooms, bath, dressing room and private First floor ceiling height...................-..- 9 ft. 


porch. Second floor ceiling height. 8 ft. 
Outside walls up to sill course, wide ship- Height of basement ay it, 
lap siding with strips, building paper, ship- P } me 

pre : : ane q ae oof 
lap sheathing, studding, lath and _ plaster. ‘ ae: t e ces of 3 ee E 
Stucco on sheathing lath above sill course. i . Projection of eaves. 


Shingle roof. First floor joists... 


Living room and one chamber full width ; ; oe Second floor joists..............2 x 10, 16 in, 0. C. 
of main building. Large basement with ; at: ae \ ie Ceiling LOIS seinen 2% 6, 16 in, O. C 
grade entrance. , Studding 

Other features are the fire place, shower > AS = . Rafters Sar aaa oak 4, 167 0.C. 
bath and kitchen arrangement. 


Foundation wall....12 inch concrete below 


INTERIOR VIEW OF DINING ROOM onan 


a see oe “Ot y — ee 
os Y) ~ Se : iby, CHAMBER 
(nial E : ik ~ 120’ 10's" 


CHAMBER 
Iz'o'x0" 


LIVING ROOM 
20’ x12'3" 


A. Z : 2 — — CHAMBER 
PRIVATE PORCH - SRSA? ei ee 210"x 11'3"- 
22'd'x 7'O" : 2 = 


] 

FIRST FLOOR FRONT AND LEFT SIDE VIEW ! | 
| 

| 

j 

1 
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Design 11346 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


IGHT room one and one half. story 
modern home. Well designed, substan- 
tial, and suitable to any climate. 


Outside walls of stucco on sheathing lath, 
building paper, studs, lath and_ plaster, 
Roof of asphalt shingles on shiplap or D. 
& M. sheathing. 


All rooms are large and well lighted. Clos- 
ets are conveniently arranged. 

Do not overlook the living room with fire 
place, large library, side grade entrance, 
convenient kitchen and well planned cham- 
bers. 


DINING 
i ROOM 
4 'Skigo" 


HALLWAY 


LIVING ROOM 
210°x 13'S" 


FIRST FLOOR 


INTERIOR VIEW OF REAR LEFT CHAMBER 
OR NURSERY 


FRONT AND RIGHT SIDE VIEW 


DIMENSIONS 


Width over all 41 ft. 6 in. 
Depth over all 42 ft. 9 in, 


Height Of Outside Sti :eackke : 
..12 ft. and 16 ft. to plate 


First floor ceiling height....................... 9 ft, 
Second floor ceiling height..................... 8 ft. 
Height of basement:c.c2.c cscs: 7 ft. 


Pitch of roof.......... 10 ft. rise to 12 i un 


Eave projection 


First floor joists 
Second floor joists....... 
2x 4,16in { 


Rafters eee ee att; CO, ( 


Ceiling joists...... 


Foundation weil ..1Z inch concer 


ae | 


A) CHAmbER |"7 
usxes | 


CHAMBER 
210 x13'3" 


Design 11904 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


WO STORY Farm House, practical, 
substantial and conveniently arranged. 
Outside walls of siding, building paper, 
shiplap, studding, lath and plaster. 
Shingle roof. 
Access from wash room to stairways and 
all rooms without passing through another 
room. 
All rooms large and well lighted. 
Other features are the large pantry, fire 
place, convenient second floor, besides the 
outside entrance to basement. 


Porch floors and steps are concrete. 


INTERIOR VIEW OF FIRE PLACE 


LEFT SIDE VIEW 


DIMENSIONS 


Width over all. 
Length over all... 
Height of outside studs 
First floor ceiling height... 
Second floor ceiling height 
Height of basement....45.5.:25)- ee cea 
Patchron woofs se 7 ft. rise to 12 ft. run 
Eave projection 
First floor joists 
Second floor joists................2 x 10, 16 in. O. C. 
Geiling joists, =. eet 6216 i, O,.C 
WR AT POTS 5 ee carerncepascecsrasaeese eee se Mine Oy ( 


Foundation wall...13 inch concrete below 
with 13 inch brick above. 


peedanesseeee See TICLeS 


eee). C, 


CHAMBER 
Wortss" 


CHAMBER 
13'6x 130" 


SECOND FLOOR 


Design 11911 
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Design 11911 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 
UNGALOW with rooms on second 


floor, economical, and well con- 
structed. 


Suitable for any location. 


Outside walls, above first floor window 
sills are of siding, building paper, ship- 
lap sheathing, studs, lath and plaster. 


Brick walls from grade to window sills 


Roof of asphalt shingles laid upon ship- 
lap or D. & M. sheathing. 

Eight large rooms, two bath rooms, 
grade entrance and side porch to kitchen. 
All rooms are large and well lighted. 
Large closets are conveniently arranged. 


INTERIOR VIEW OF DINING ROOM 


sy 
4 


~ 


FRONT AND RIGHT SIDE VIEW 


Design 11851 


DIMENSIONS 
Width over all 


Leneth over alli wa. 
Height of outside studs to plate. 
First floor ceiling height............ 


Second floor ceiling height 
Height of basement cS, 
Pitch of roof 8 ft. rise to 12 i 


Eave projection 

First floor joists............2 x 10, 16 in 
Second floor joists.......2x 8,16 in 
Ceiling joists 2x 4,15in 
Rafters? oaiceeee eet Ot 


Foundation wall....13 in. concrete below 
with 13 in. brick above. 


SECOND *LOOR 


AMERICAN HOMES 
BEAUTIFUL 


= SS Ee 


83 


Design 11851 


AMERICAN HOMES 
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MAIN FEATURES 
TTRACTIVE story and one half Bun- 


galow of modern type, economical and 
solid construction. 


a 


Offers seven large rooms, bath and sun 
parlor. 

Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 
Wide rustic siding on shiplap sheathing 
below sill course. Roof and dormers of 
asphalt shingles laid on shiplap or D. & M. 
sheathing. 


The grade door js an attractive feature. 


i 


5 L 

DINING KITCHEN | 
ROOM pee | 
fy 


W334" 


LIBRARY |/| 
1o's*k12'9" 


FIRST FLOOR. 


INTERIOR VIEW OF SUN PARLOR THROUGH 
FRENCH DOOR OPENING 


Design 11848 


DIMENSIONS 


Width over all........ a 32 EB 
Length over all —45 it. 6:in 
Height of outside studs. ..16 it. to plate 


First floor ceiling height... .. Off 
Second floor ceiling height...... Pe 8 ft. 
Height of basement 7 it. 
Pitch of roof, top rafters. 


8 ft. rise to 12 ft. run 


Eave projection - eeee.o0. inches 

First floor joists 2x 10, 16 in. O. C. 

Second floor joists 2% (8) 16.in: O.G 

Ceiling 2 aS 22% 6:16 in. 0. G 

Rafters nee 416.10: O.'G 

Foundation inch concrete below 
grade. 


CHAMBER 
40x93" 


136x100" |] 
CHAMBER 
14'0"«12'0" 


CLB. 


AMERICAN HOMES 
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MAIN FEATURES 


EVEN ROOM, two story attractive farm 
house well designed, substantial and 
suitable to any climate. 
Outside walls below second floor sill course 
of narrow beveled siding, byilding paper, 
shiplap sheathing, studs, lath and _ plaster. 
Shingled walls above. Slhingled roof. 
All rooms are large and avell lighted. Clos- 
ets are conveniently arrénged. 
Do not overlook thesliving room with fire 
place, large dining room, pantry, convenient- 
ly arranged kitchen and well planned cham- 
bers. 
Notice the wash room which opens into both 
dining room ‘and kitchen. Bath room on 
second floor. 


{ 
| DiniNG Room 
f2' 6x15 o” 


16 6x1e'6" [ 


= a) 


=) SS SS l= 


INTERIOR VIEW OF LIVING ROOM 


FRONT AND LEFT SIDE VIEW 


DIMENSIONS 
Width over all...........-. Sees ccen 2s 
Depth over all....-..--s1e----- =..91 S60Guin 
Height of outside StudS.ctaces AOE 
First floor ceiling height......................... 9 ft. 
Second floor ceiling height.......... ....8 fi game 
Height of basement... 7 ft... 
Pitch Of TOOLeceeasones 7 ft. rise to 12 ft. run 
First floor joists..........-- 2 X 10, 16 in Ope 
Second floor joists..............2 x 10, 16 in.O.¢ 
Ceiling joists, cc.---0t-arx 6, 16 in. ORS 
Studs. s.ccsncves S22 x 4, 16 in. O. G 


Rafters Fcc & 4, 16 in.i@ae 
Foundation wall....10 inch concrete below, 8 


inch cement block above. 


| CHAMBER 
13' Oxte 0" 


Design 12009 


AMERICAN HOMES 
BEAUTIFUL 
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Design !2009 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


UNGALOW type with rooms on the 
second floor. 


Brick and concrete foundation with sub- 
stantial frame construction above. 


Outside walls of siding, heavy building pa- 
per, shiplap sheathing, studs, lath and plas 
ter. 


Asphalt shingles for roof are laid on ship- 
lap or D. & M. sheathing. 


Besides the bath, toilet and sun parlor, 
there are eight large rooms with maximum 
light and ventilation. 


Note the kitchen equipment, first floor toilet 
and grade entrance. 


| CHAMBER | 


| I2oks's" | 
ea EA 


4 CHAMBER | 
I20xTe" 


LIVING ROOM 
ROOM aby pat ae 
19x33" B'S*x133 


| KITCHEN 
! 95 x108 


WORK TABLE 


FIRST FLOOR 


INTERIOR VIEW OF FRONT DOOR, ALSO VIEW 
THROUGH SLIDING DOORS OF THE DINING 
ROOM AND FRENCH DOORS TO SUN 

PARLOR 


DIMENSIONS 
Width over all................... “5 


Beneth overalls. 


34 ft. 6 in. 
44 ft. 8 in, 


Height of outside studs........ : 12 ft. 
First floor ceiling height..... 9 ft. 
Second floor ceiling height....... Sit. 
Height of basement... 7 ft. 


Pitch of roof 8 ft. rise to 12 ft. run 
Eave projection........ = 3 ft. 

2x 10, 16in.0.C. 
ne X 10, 16 in, Oe 

2x 4, 16 in. O. C. 
2 ...2 x 4, 16 in. O.C. 
Foundation wall....13 in. concrete below with 


First floor joists... 
Second floor ioists.. 
Ceiling 
Rafters 


13 in. brick above. 


SECOND FLOOR 


Design 11554 


AMERICAN HOMES 
BEAUTIFUL 
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Design 11554 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


eee example of that most pop- 
ular type of Dutch Colonial Home. At- 
tractive, home like and of first class con- 
struction. Three rooms on first floor with 
garage at left end of building. Four cham- 
bers and bath on second floor besides the 
servant’s room with bath. 

Outside walls of wide jointed shiplap sid- 
ing, shiplap sheathing, building paper, stud- 
ding, lath and plaster. 

Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 


Notice the large living room with fire place 
and French doors opening into the broad 
open porch. Do not overlook the convenient 
arrangement of rooms and the private stair- 
way for the servants. Shower bath, dress- 
ing room, large closets and linen closet are 
also provided. 


INTERIOR VIEW OF LIVING ROOM 


DIMENSIONS 


Width over all 66 ft. 6 in. 
Depth over all......2..--------1--2:sseese00 42 ft. 6 in. 


Height of outside studs..........18 ft. and 17 ft. 

First floor ceiling height.......................... 9 ft. 

Second fipor ceiling height...... f 

Height of basement 

Pitch of roof, top rafters..........--...+.-.-. : 
7 ft. rise to 12 ft. run 


Eave projection... — att. 10am 
First*floor joists.. ae coeAOoin. OE 
Second floor joists..............2 x 10, 16 in. O. C. 
Ceiling joists =2 x G,t0in. OL 
Outside studs pee x1 fy 10) 1n.O- Ga 
Rafters £2 ucraciiee ee eee on, O: 
Foundation wall....................12 inch concrete. 


Design 12014 


AMERICAN HOMES 
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Design 12014 


AMERICAN HOMES 


BEAUTIFUL 


—— 


MAIN FEATURES 


N ATTRACTIVE home of square type. 
Medium cost and suitable to any loca- 
tion. 
This design offers six large rooms, bath, 
private front porch and a sleeping porch. 
Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 
Shingle roof. 
All rooms are large and conveniently ar- 
ranged. 
Notice the great front chamber, fire place, 
and large closets. Do not overlook the com- 
fortable front porch besides the private 
porch and large rear porch. Areaway under 
rear porch to basement. 


| LIVING ROOM 
17'3"x13'3" 


PRIVATE PORCH 
t'e"x 120" 


FIRST FLOOR. 


ee ———— TE 1 


INTERIOR VIEW OF FRONT CHAMBER 


FRONT AND LEFT SIDE VIEW 


DIMENSIONS 
Width over all... Stele eet oP A Ti 
Depth over alee te eras. Dette 


Height of outside studs to plaie.. ee 
20 ft. 6 inch from gr ade 


First floor ceiling height................... . OF 
Second floor ceiling height.. 8 fe 
Height of basement..........- ; 7h 
Pitch of roof........ 6 ft. rise to 12 ft. run 
Eave projection... Rey eee 3 ft. 6 in, 


2x 10, 16 in. O. C. 

2x 10, 16 in. O. C. 

25° 6, 16in. OG 

Shi S scccc-nasnce Pee ao: in, OO, 

Ratters *2oe-= peo O10 in; ‘O.ies 

Foundation wall....12 inch concrete below 
grade, 4 courses brick above. 


First floor joists 
Second floor joists 
Ceiling joists ... 


CHAMBER 
27'0"x 130" 


SECOND FLOOR 
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AMERICAN HOMES Design 11870 


BEAUTIFUL 


MAIN FEATURES 


| ee house of eight rooms, attractive 
and modern in every line with wash 
room conveniently arranged. 


Outside walls of beveled siding, building 
paper, shiplap sheathing, studding, lath and 
plaster. Shingle roof. 


Other desirable features are the large living 
room and chambers on first floor. 


Notice the convenient rear entrance, large 
front porch and ample attic space. Both 
inside and outside entrances to basement. 


CHAMBER | 


I2''212'0' 


CHAMBER DINING ROOM 
140 x9'6" ieexu'e’ 


LIVING ROOM 
z9'0"x 140" 


INTERIOR VIEW OF LIVING ROOM 


Design 11916 


DIMENSIONS 


Width over all 37 ft. 9 in. 
Length over all.......--cec-ppesescsseeseeen 65 ft. 6 in. 
Height of outside studs.. ...12 ft. to plate 
First floor ceiling height..................-.. 9 ft. 
Second floor ceiling height. .: 8th 
Height of basement 2. 7 te 
Pitch of roof 

Eave projection. 
First floor joists..... 
Second floor joists. ...2 x 10, 16 in. O. 
Ceiling joists... ee a, loan. C 
Rafters 2x 4,16in 


...2 x 10, 16 in. 


Foundation wall....13 inch concrete with 13 
inch brick above. 


CHAMBER 


axe 


CHAMBER 
160x106" 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


ae story Colonial, attractive, substan- 
tial dwelling of balloon frame construc- 
tion, suitable fer any location. 


Outside walls of shingles, building paper, 
shiplap sheathing, studs, lath and plaster. 


Roof covered with asphalt shingles laid on 
D. & M. or shiplap roof sheathing. 

Large conveniently located rooms with 
plenty of windows. Large chambers, break- 
fast room and comfortable private porch 
are other desirable features. Fire place on 
each floor. 


PRIVATE PORCH 


IVING_ ROOM 
23'0'xiz'6' 


SS 


INTERIOR OF LIVING ROOM 


Design 11944 


DIMENSIONS 
Width ‘oversall c= : «Jou 
Depth over-all Sle. 38 ft. 10 in. 
Height of outside studs......... 18 ft, 
First floor ceiling height.. esiccosannt-acc ae 
Second floor ceiling height.. 6 ft. Que 
Height of basement...................... inf ott 
Pitch of roof..............10 ft. rise to 12 ft. run 
First floor joists......2...0.... Zx 10, 16.in. Gi 
Second floor joists................2 x 10, 16 in.O.C. 
Ceiling joists < 6,16in.O.C. 
Outside studs, = eee 2x 4,16in.0.C. 
Rafters Ao neo 2x 4,16in. OF@ 
Foundation....13 inch concrete with 13 inch 


brick above grade. 


AMERICAN HOMES 
BEAUTIFUL 
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Design 11944 


AMERICAN HOMES 


BEAUTIFUL 


MAIN FEATURES 
WELL proportioned stucco house suit- 


able to any location, plain, substantial, 
yet attractive. 


Outside walls of stucco on common lath, 
furring, building paper, shiplap sheathing, 
studding, lath and plaster. 


Roof of asphalt shingles laid on shiplap or 
D. & M. roof sheathing. 


Seven rooms, bath room for each floor and 
a sewing room. 


Notice the cellar entrance at rear, large 
comfortable porch and the getieral arrange- 
ment. 


Substantial construction and medium cost. 


CHAMBER 
g's 


KITCHEN 
iziex'o" 
DINING ROOM 
1B'o'x "6" 


LIVING ROOM 
19'0'x12'9" 


260'x80" 


FIRST FLOOR 


INTERIOR VIEW OF LIVING ROOM 


FRONT AND LEFT SIDE VIEW 


DIMENSIONS 


Width over all... 

Length over all... 

Height of outside studs............ 

First floor ceiling height “y 

Second floor ceiling height............ i f 

Height of basement sae ees: f 

Pitch of roof 27 tt xrise to i2)tt. rur 

Eave projection See eat: 9 1 

First floor joists... ...2 x 10, 16 in, O. ¢ 

Second floor joists... 2x 8, 16in. O. ( 

Ceiling joists O. | 

Studs wos 416m. ©. ( 

Rafters ... 2x, 4+.01n 0. C 

Foundation wall....10 inch concrete bel: 
grade, 4 courses brick above grade. 


CHAMBER 


at CHAMBER 
12'66'6 


I4oxi20 


CHAMBER 
N'Ox12O' 


Design 11871 


AMERICAN HOMES 
BEAUTIFUL 
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AMERICAN HOMES Design | 187] 
BEAUTIFUL 


MAIN FEATURES 


@2 eee and attractive Cottage, econom- 
ical and of substantial construction. It 


Length over all. -....=...... 
Height of outside studs. 


offers six large well lighted rooms and bath First floor ceiling height.............-.-0-0--... 9 ft. 
room. Second floor ceiling height Se CR 38 
Outside walls of Beveled siding, shiplap sheath- Fleieht of basement secs eee ey As 
ing, building paper, studding, lath and plaster. Pitch of roof............. 10 ft. rise to 12 ft. run 


Shingle roof. Eave projection : ey 2 ft. 
Ea we ae ; é: 

Convenient chamber on first floor. First floor joists......... 2x a - in. 0. C. 
ee Sec 10S TS carcasses & 40,16 in. C1 
Notice the grade entrance at rear and the com- Second floor joists = Ss é 
Ceiling joists —......... Bere x 4,16in.O.C. 


fortable front porch. Plenty of closet space. 


KITCHEN | 


N WoRK TABLE! LE) 


LIVING ROOM 
14'4'xi2'3" 


FIRST FLOOR 


INTERIOR VIEW SHOWING CASED OPEN- 
INGS INTO DINING ROOM AND 
STAIR HALL 


eo 4 16:in. ONG 


Ratiers (2s). ee 
Foundation wall....9 inch concrete below grade. 


CHAMBER 
93133 


SECOND: FLOOR 


(it | SSeS THE 


SSS ee 


il 


| 
| 


ST 


TH 


ai 


he 2 == 0 SS ES Se = 


100 Design 1179] 


AMERICAN HOMES 
BEAUTIFUL 
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Design 11791 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


IX room Dutch Colonial House, attrac- 
tive and modern in every line with 
breakfast porch and an airing porch. 


Outside walls of stucco on common lath, 
furring strips, . building paper, shiplap 
sheathing, studding and lath and plaster. 


Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 


Other desirable features are the large liv- 
ing room, fire place and toilet on first floor. 


Note the convenient rear entrance at grade 


SOARES 
PRIVATE. 
PORCH 


GRADE DooR 


DINING 
ROOM 
Wok 12'9" 


LIVING ROOM 
206k ize" 
CLs. 


REAR AND SIDE ELEVATION 


Design 11937 
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DIMENSIONS 


Width over all 
Length over all_...... 
Height of outside stud 
First floor ceiling height 
Second floor ceiling height... 
Height of basement............ 
Pitch of roof, top rafters. a 

eahacnciduse d= Gadasaussenpsacseores 7 ft. rise to 12 ft. run 


9 ft 
8 ft. 
a? fH 


Pitch of roof, lower rafters... 
FP Re ee ee 34 ft. rise to 12 ft. run 


eS ore ee 20 in. 
eek LO) tein. ©: ( 
& YOM oye OMe 


Eave projection .... 

First floor joists 

Second floor joists... 

Cediige = 2x 4, 16in. O. ( 

Rafters ...... 2X 4,16 in. O. ( 

Foundation wall...8 inch concrete below 
grade. 


CHAMBER 
14'6"x 130" 


AMERICAN HOMES 
BEAUTIFUL 
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Design 11937 


AMERICAN HOMES 


BEAUTIFUL 
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MAIN FEATURES DIMENSIONS 

ODERN Bungalow of substantial Width over ally pers reetseiatn: 10 ft. 
frame construction suitable for any Bene thiover allie. mesic ess 13 ft. 
climate or location. Height of outside studs. .12 ft. from grade 

Outside walls of siding, paper, shiplap, Geiling heightwss. wee one rat 9 ft. B 
studs, lath and plaster. Height of Basement........... BY it; 
Shingle roof. Pitch of Rocf. ...7 ft. rise to 12 ft. run 
All rooms, large, well ventilated with Bave Projectionc ns eee ee Site 
the maximum light. Floor Joists.......... 2x10, 16 in. 0.C. 
Other features are the fire place, buffet, Ceiling Joists........ 2x6, 16 in. O.C. 
pantry equipment, and the convenient Stids sn. ee 2x4, 16 in. 0.C. 

Stade entrance. Raltérss.. eserrae te 2x6, 16 in. O.C. B 
Concrete Foundation Wall. ..8 in. width 


INTERIOR VIEW OF DINING ROOM 


CHAMBER pet 
CHAMBER |B Ooty icict : aay To | 


iZo'xiz'6" 


CHAMBER. 
IZO0'x1I2E 


3m) 


LEFT SIDE VIEW } 
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BEAUTIFUL 
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Design 11907 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


M ODEL Bungalow, neat, attractive and 
planned with five rooms and _ bath. 


Suitable to any location. 


Outside walls of wide and narrow beveled 
siding, building paper, shiplap sheathing, 
studs, lath and plaster. Roof is covered 
with asphalt shingles laid on shiplap or D. 
& M. Sheathing. 


All rooms are large and well lighted. 
Large closets are conveniently arranged. 


Notice the broad, comfortable front porch, 
the fire place and the stairway to attic. 


DINING 
ROOM 
13'3"x 1's" : 
CHAMDER. 
13'3"xIo'9" 


PORCH 
28'0°x 9'0" 
LB 


INTERIOR VIEW OF LIVING ROOM 


DIMENSIONS 


Width over all... ’ : 
Length over all... 63 ft. 6 in. 
Height of outside s ..12 ft. to plate 
Ceiling height =. of 
Height of basement Fb it 
Piteh) OF TOOL scence 

Si it. Gs Gurts Ovi 


Eave projection 

Floor joists . 

Ceiling joists 

Studding tees 

Rafters caine eon, ©). C. 
Foundation wall 10 inch concrete 


MM ui 


Design 11966 


AMERICAN HOMES 
BEAUTIFUL 


AMERICAN HOMES Design 11966 


BEAUTIFUL 


| 
ae 


MAIN FEATURES 


ik MOD EL BUNGALOW, attractive, 
economical, and of substantial con- 
struction. Five large rooms, Bath, Sleep- 
ing Porch and Sun Parlor. 

All rooms are conveniently arranged and 
well ventilated. Grade entrance at left 
side. Stairway to large attic. 

Outside walls of stucco on Sheathing Lath 
Building Paper, studding, lath and plaster. 
Shingled Roof. 

Notice the immense living room and large 
dining room. 


Rooms can be conveniently arranged on 
second floor. 


Camber] 
Wo" x V6" 


INTERIOR VIEW OF DINING ROOM 


DIMENSIONS 


Width over all... 

Length over all... 

Height of outside studs 

Ceiling height 

Height of bby ans = 

Pitch of roof 

Eave projection 

Floor joists —— 

Ceiling joists 

Studs > : 

Rafters .. 2 Xa Gao: C. 

Foundation wall...8 inch concrete below 
grade. 


Design 11993 
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Design 11993 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


RIGINAL, neat and popular Bunga- 

low of substantial construction, yet of 
medium cost. Five large rooms, bath and 
comfortable private or sleeping porch. 


Outside walls of wide beveled siding, build- 
ing paper, shiplap sheathing, studding, lath 
and plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Notice the convenient arrangement of rear 
entry and large kitchen. Plenty of closets. 
Communciating chambers through bath 
room. Immense living room with fire place. 


DINING 
| ROOM 
II'9"x130" 


CHAMDER 
13;0"x1oo0" 


ARES 


CHAMBER | 


1Z'0"x100 
fuse 


PRIVATE PORCH 
23'0°x7'o" 


LIVING ROOM 
23'9°x130" 


INTERIOR VIEW OF LIVING ROOM 
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DIMENSIONS 


Width over all 
Length over all 
Height of outside studs 
First floor ceiling height 
Height of basement................-........ 
Pitch of roof 

15 ft. and 7 ft. 
Eave projection ft. 6 in. 
2x 10,161. O11 
Ceiling joists 16, 16:in. O..G 
Studs - ; x 4,16in.0.C. 
Rafters ...... Se 2 aoin, OF@ 


First floor joists............--- 


Foundation wail 9 inch concrete. 
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FRONT AND RIGHT SIDE VIEW 
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DIMENSIONS 
MAIN FEATURES Width over all. 


TORY AND ONE-HALF attractive Ptr Pes Length over all nc .c eset 62 ft. 6 in, 
Bungalow of first class construction. 1 | omy Height of side studs.. .14 ft. to plate 
Five rooms on first floor and space for Ceiling height 
rooms on second floor. a | } Height of basement wos ft. Sung 
Pitch of roof 
Eave projection.. este 
Floor joists 2 x 10, 16 in. 
£58 Ceiling joists 2 6; 16 in. 
Note the large living room with fire place : : P : k * Studs 2x 4,16in. 
and bay windows. Notice the convenient we eed He:| \\ Rafters 
stair arrangement. iy: Vente Foundation 
SI grade. 


Outside walls of stucco on sheathing lath. 
building paper, studding, lath and plaster. 
Shingle roof. 


INTERIOR VIEW OF DINING ROOM 
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Design 11970 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


RICK Bungalow of popular design and 
substantial construction, suitable for 
any location. 
Outside walls of brick, furring, lath and 
plaster. 
Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 
Concrete porch, floor and steps. 
Five rooms and bath. Stairway to attic. 
Rooms on second floor can easily be ar- 
ranged. Large living room with fire place. 
Plenty of closets. 
Notice the attractive appearance. 


pad o 
120x100 Ba 


in 
lpath| 


DINING 
ROOM 


DIMENSIONS 


Width over all..........-,-... 


Length over all 

Height of outside walls 
Ceiling height 

Height of basement... 
Pitch of roof 

Eave projection..............- 
Floor joists 

Ceiling joists 

Inside studs 

Rafters 

Foundation wall... 


Pie. SS 


FRONT AND LEFT SIDE VIEW 


Design 12000 


oat a ee 29 ft. 


hier! 2 ft. 6 in. 


Ox 10; 16 in. ONG 
mae x 5, 10 in. One 
mek 4, 16 in. Oe 

2x 6,161in. On@ 
...13 inch concrete. 


AMERICAN HOMES 


BEAUTIFUL 


AMERICAN HOMES 
BEAUTIFUL 
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Design 12000 


Se 


_ MAIN FEATURES be Ga ‘ DIMENSIONS 


: fe rer all see teen eee eee 32 ft. 6 in. 
HV ELL designed six room one story _ W oe over ve it om 
Runes a ; : a Length over all enn O ft, Oats 
ungalow, economical, substantial, A a Se oe : (: 9 f : 
Ede siicibin doranw climate. Height of outside studs. ft. at rear 
y || Height of outside stud 3 ft. at front 
Outside walls of beveled siding, building | ; 1 sg Ceiling height 9 ft. 
paper, shiplap sheathing, studs, lath and ’ on ie | aie Height of basement. 7 it. 
plaster. Roof of asphalt shingles on ship- T= t NE. Pitch of roof . rise to 12 ft. run 
lap or D. & M. sheathing. i] / . t ri Eave projection... 3 ft. 6 in. 
Floor joists 22x10; 16.in.. 0: 
Ceiling joists - 2x 8) 16in, O,G 
Rattersa’ <2 ae 2x 6,16in.O.C. 
Foundation wall....13 inch concrete with 13 
inch brick above. 


All rooms are large and well lighted. 
Closets are conveniently arranged. At small 
expense the attic space can be utilized for 
rooms. A stair to attic can easily be ar- 
ranged. 


ul 


INTERIOR VIEW OF LIVING ROOM SHOWING 
COLONNADES 
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BEAUTIFUL 
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MAIN FEATURES 


YPICAL Bungalow of modern design 
and substantial construction. Suitable 
for any climate. 
Outside walls below sill course of shingles, 
shiplap sheathing, building paper, studding, 
lath and plaster. Stucco on sheathing lath 
above sill course. 


Roof of asphalt shingles laid on shiplap or 
D. & M. sheathing. 

Five rooms and bath. 

Large living room with fire place, grade en- 
trance and large closets. 


I KITCHEN 


x) Oxios" | 3x90" 


LIVING || I 
| \| FCHAMDER, 
l|yio'9"* 12'0) 


FLOOR ¢ DLAN 


Petey 


DIMENSIONS 


Width over all.................. 
Length over all............-..--- 
Height of outside studs_............11 ft. 4 in. 
Ceiling height ..8 ft. 6 in, 
Height of basement........ 
Pitch of roof..................6 ft. rise to 12 ft. run 
Floor joists 2x 10, 16 in. O. C. 
Ceiling joists 2x 06,1610: O..G 
Raters) oss eee aon, O, (Ge 


Foundation wall....8 inch concrete below 
grade. 
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MAIN FEATURES 
A POPULAR type of modern Bungalow 


of substantial frame construction suit- 
able to any climate or location. 
Outside walls of shingles, building paper, 
shiplap, studs, lath and plaster. Roof of 
asphalt shingles laid upon shiplap or D. & 
M. sheathing. 
All rooms large, well ventilated with the 
maximum light. 
Other features are the fire place, buffet. 
breakfast room and the massive front porch. 


CHAMBER 
270x100 
= 


4 


INTERIOR VIEW OF LIVING ROOM 


Design 11939 


DIMENSIONS 


Width over all 

TUeMe th) Overs Alle receeccesvereerccenceeee sence 65 ft. 10 in. 
Height of outside walls...12 ft. above grade 
Catling Weight ces cece cpeasceee eeasee rere, 9 ft. 
Height of basement... f 

Pitch of roof.....4 ft. 6 in, rise to 12 ft. run 
Have, projection wcrc ered Lte 
First floor -joists.............-....2 x 10, 16in. O. C. 
Ceiling joists Bec ocpploun, ©.C, 
Outside studs E22 4,,16in, O..C 
Rafters 2x 6, 16in. O.C. 
Foundation wall..10 inch concrete below 

grade. 


AMERICAN HOMES 
BEAUTIFUL 
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Design 11939 


AMERICAN HOMES 
BEAUTIFUL 
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DIMENSIONS 


Width over all... 28 ft. 
Depth over all 

Height of studs. 

Ceiling height 

Height of basement 


Pitch of roof 8 ft. rise to 12 ft. run 
Outside walls of stucco on sheathing lath, . Eave projection Z it 


MAIN FEATURES 


ee ae to any climate or location. 

Bungalow of substantial construction, 
economical and attractive. Five large rooms, 
bath and comfortable front porch. Large 
attic space with stairway to same. 


6 in. 


building paper, studding, lath and plaster. 7) Ys j Floor joists 2x 10, 16in. O. C. 


Roof covered with asphalt shingles laid on B-:- - _ : Ceiling joists -.-.- 2x o.i6in..O: C. 
shiplap or D. & M. sheathing. J : Studs x 4,16in.O0.C 


eS Z 
Note the large comfortable porch, fire place see S| Rafters - ; -O.C. 


and conveniently arranged kitchen. : F ; Foundation 
grade. 
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Design 11954 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 
YPICAL California Bungalow of mod- 


: ern design and substantial construc- 
tion. Suitable to any climate. 


Outside walls of siding, shiplap, sheathing, 
building paper, studding, lath and plaster. 


Roof of asphalt prepared roofing on shiplap 
or D. & M. sheathing. 


Large living room with fire place. 
Basement under the living room only. 


Note the attractive appearance. 


r 
CHAMBER. giles 
1Z0'x!20" Viebalhen 


LIVING .ROOM 
19'6'x 130" 


| CHAMBER. 


DIMENSIONS 


Wadthiover allen. ae eee 42 ft. 6 in. 
Depth over all ...-..38 ft. 6 in, 
Height of outside studs to plate.. 

First floor ceiling height 

Height of basement 

Pitch of roof 

Eave projection 

Bloor) joistScssteeee ek LO) ton sO) C. 
Gelling joistss...-2-.-es oe & 4,16 1m. O. C. 
Rafters 2x 6, 16 in. O. C. 
Foundation wall....8 in. concrete below grade 


VIEW OF BUFFET 
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Design 11967 
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RIGHT SIDE AND REAR VIEW 


AMERICAN HOMES 
BEAUTIFUL 


7 


Mel 
Wh 


SSS SSS SSS 


' 
f 


enn | 
gel 


ae 
bs — 
“t 


xe 


Ln 


S30 


atm SO SSD 


AMERICAN HOMES Design 11967 125 
BEAUTIFUL 
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MAIN FEATURES 
LAtest type Bungalow, of substantial 


construction, economical and attractive. 
Five large rooms, bath and the approved 
sun parlor. 


The grade entrance to kitchen and_ base- 
ment is convenient. Large attic space with 
stairway to same. 

Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 
Roof covered with asphalt shingles laid 
on shiplap or D. & M. sheathing. 


Notice the large comfortable porch. 


CHAMBER 
no'xi'3" 


|| DINING ROOM 
ISOxXIZO 


IZExGo" | 13'6"xd'o" 


Coty Al Ree 


ee 
PORCH AISUN ree 


FLOOR PLAN 
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INTERIOR VIEW OF LIVING 


FIRE PLACE 


HI 


DIMENSIONS 


Width over all... bas pee AN 3 2 
Length over all. aol ft 
Height of outside w ence ft. above grade 
Ceiling height eS 9 ft. 
Height of basement. 7 ft. 
itch of took sacs 7 ft. rise to 12 ft. run 
Eave projection... 2 ft. 6 in. 
First floor joists............----2 x 8, 16in.O.C. 
Ceiling joists..... 2x 6,16in.O.C. 
Outside studs... 2x 4,16in.0.C 
Rahters: gene eee eee al odtaG), GC, 


Foundation wall...8 inch concrete below 
grade. 
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MAIN FEATURES 


OMPACT, neat and popular Bungalow 

oi substantial construction, yet of me- 
dium cost. Five large rooms, bath, pantry 
and comfortable porches. 


Outside walls of beveled siding, building 
paper, shiplap sheathing, studding, lath and 
plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Notice the convenient arrangement of rear 


entry and large kitchen. Plenty of closets. 


Communicating chambers through bath 
room. Immense living room. 


| CHAMBER. 
i'3"x n'9" 


| CEES 


\ DINING 
CHAMBER. hayiae? 
1'3"x1Z'O" 
CA Es 
oisasts Be 


Suxeereeee 20 inches 
8, 16 in. O. C. 


Eave projection - 
First floor joists........-..-.-- 


Ceiling joists - Eee x Golo. C, 
Outside: studSs..222.....-.2x 4 161n.O.C. 
Ratters ie eis eee eek A oan ONG: 


Foundation wall... inch concrete below 
grade. 


INTERIOR VIEW OF DINING ROOM 
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Design 12032 


_ BEAUTIFUL 


DIMENSIONS 
Width over all__.-..--.-----------------<-s0s 37 ft. 6 in. 
Depth over all ..-----------se.-0----ee 42 ft. 6 in. 
Height of outside walls.............12 ft. to plate 
Ceiling height —c...-sc.<ccecesstececsenceeeneeeremee 9 ft. 
Height of basement.........---------.--------------- 7 ft. 
Pitch of roof.........-----7 ft. rise to 12 ft. run 


AMERICAN HOMES 
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AMERICAN HOMES Design 12032 


BEAUTIFUL 


MAIN FEATURES PG DIMENSIONS 


OPULAR five room one story Bungalow, teste Width over all...... 

economical, well constructed and suitable to q — : Length over all 
any climate. A - — Height of outside studs to plate... 
Outside walls above sill course of shingles, | ; First floor ceiling height. 
building paper, shiplap sheathing, studs, lath z : Height of basement tencee renee 
and plaster. Stucco on sheathing lath below | , Pitch of roof.... ) . rise to 12 it. 
sill course. Shingle roof. = Eave projection... rane 3 ft. 6 

: First floor joists......- 2 x 10, 16 in. | 

Ceiling joists ..-.. aeex 6;%5in 
Outside studs -........... 2x 4,16in 
Reis tense meses eee ae LO Om 


Stairway to attic. 


All rooms are large and well lighted. Closets 
are conveniently arranged. Notice the fire 
place in the living room, large vestibule and 


Foundation wall....10 inch concrete below 
convenient pantry. 


INTERIOR VIEW OF LIVING ROOM 
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Design 11347 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


YPE of Stucco Bungalow. suitable to 
any location, plain, substantial, yet at- 
tractive. 


Outside walls of stucco, common lath, fur- 
ring, building paper, shiplap sheathing, stud- 
ding, lath and _ plaster. 


Roof is covered with asphalt shingles laid 
on shiplap or D. & M. sheathing. 
Five rooms conveniently arranged. 


Note the grade entrance at rear, large com- 
fortable rooms and the general arrange- 
ment. 


Construction is first class and cost medium. 


4 sens 
}40'3"x 12] 


VIEW OF BUFFET 


Design 11988 


DIMENSIONS 
Width over ‘all xccccceoesceece Penson, 27 ft. 
Depth over all..... 
Height of outside studs at rear ......12 ft. 
Height of outside studs at front............ 16 ft. 


Ceiling height ............ ) 
Height of basement........... 
Pitch of roof, front....4 ft. rise to 12 ft. run 
Pitch of roof, rear......5 ft. rise to 12 ft. run 


Projection: of €avesiisesctgevmcccepeosee ot sft 
First floor joists...... ..2 X 10, 16 in. O. C. 
Ceiling joists ......... cen teek “SB LON SOL, 
x 6,16in.O.C. 
10 inch concrete. 


Rafters ms 
Foundation wall............2...... 


AMERICAN HOMES 
BEAUTIFUL 
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DIMENSIONS 
pe TURES Width over all............-..0-0:-- ees is ft.2 in. 
UNGALOW of substantial construction, Length over all...sssccssc-cssceeee-ee-----40 ft. 6in, 


economical and attractive. 


Height of outside wall.......0.......0cccteeeeneeee 
Five large rooms and bath. 


The side entrance to kitchen, dining room a p 
i Ceiling height........2.--..0:....-.-- 
and rear chamber is convenient. ig 
Height of basement 
Pitch of roof.. 
Eave projection 


Note the grade entrance at rear. 


Outside walls of shingles, shiplap, building 


= +s Fn Q ; es 
paper, studding, lath and plaster. eee raat io ‘1 2 iS ro af e 
Roof covered with asphalt shingles laid on Studs»... nue kK 4 1Gin: OC, 
shiplap or D. & M. sheathing. Rafters 2 x 6, 24in.O.C. 
Note the large comfortable porch. Eoscime foundation wall...8 in. width below 
grade. 


INTERIOR VIEW OF LIVING ROOM 
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Design 11917 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


H ERE is an original Bungalow of latest 

type. Five large rooms, sun parlor, 
sun chamber, two bath rooms and large 
porches. Substantial construction, suitable 
for any location. 


Outside walls of shingles, building pdper, 
shiplap sheathing, studding, lath and plas- 
ter. Brick below sill course. 


Root of asphalt shingles laid on shiplap or 
D. & M. sheathing. Concrete porch floor 
and steps. 


Large living room with fire place. 


Plenty 
of closets. 


Notice the attractive appearance. 


KITCHEN 
l2ox96" 


CHAMBER 
I2'9xI20" 


Tlie tice tomocreage 
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DIMENSIONS 


Width over all... 
Length over all... 
Height of outside studs 
Ceiling height ....... 
Height of basement - 
Pitch of roof 


Eave projection... ; 9 in. 
Floor joists ..... See LO, Loum On, 
Ceiling joists -.. cO.c2x 8, 1640, 0. C. 
Studding Geer: 4, 1G OG. 
Rafters santero a Selo It ONG, 
Foundation wall.................... 14 inch concrete. 


INTERIOR VIEW FROM LIVING ROOM INTO 
DINING ROOM 
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SIDE AND REAR VIEW 


SECOND FLOOR. 
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Design 11942 


AMERICAN HOMES 
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MAIN FEATURES 


Ne and attractive Bungalow, eco- 

nomical and of substantial construc- 
tion. It offers five large well lighted rooms 
and bath room. 


Outside walls of shingles, shiplap sheath- 
ing building paper, studding, lath and plas- 
ter. 


Shingle roof. 


Note the comfortable porch, fire place and 
large dining room. 


CHAMBER 
KITCHEN IZo'x zo! 
IS6x9's" 


DINING ROOM | 
i7Oxu'e" | 


INTERIOR VIEW FROM LIVING ROOM THROUGH 


COLONNADE INTO DINING ROOM 
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DIMENSIONS 


Width over all 

eng thioversalls see 2 eee De ruteeauaty, 
Height of outside studs to plate 

First floor ceiling height 

Height of basement _ Sytt: 
Pitch of roof 7 ft. rise to 12 ft. run 
First floor joists x 10, 16 in. O. C. 
Ceiling joists Pe en Oyun KL, 
Outside studs 2x 4,16in.O.C. 
Rafters meee 4, Caan One. 
Foundation wal 9 inch brick. 


Rea bi 


: 2 Pines 


SIDE AND REAR VIEW 
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MAIN FEATURES 


UNGALOW with space for rooms on 
second floor if desired, economical, and 
well constructed. Suitable for any location. 


Outside walls of stucco on sheathing lath, 
building paper, studs, lath and_ plaster, 
Shingle roof. 


Five large rooms, bath, sun parlor and 
sun porch. 


All rooms are large and well lighted. Large 
closets are conveniently arranged. Note 
the side entrance to vestibule. 


Zoxio 
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LIVING ROOM 
25'0'x12'O" 


SCREEN 
PORCH 


INTERIOR VIEW OF SUN PARLOR FROM 
LIVING ROOM 


DIMENSIONS 


Width over all... 

Length over all... 

Height of outside wall 

Ceiling height 
Height of basement Een. 
Pitch of roof 7 ft. rise to 12 ft. run 
Eave projection.. seae ft. 
Floor joists 2x 1Oeme@. C. 
Ceiling joists... 2x 6, toansOnc. 
Studs .. a2. 2x4, 16 in, @iC. 
Rafters nC. 
Foundation wall 
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AMERICAN HOMES Design 11968 is: 


il 


MAIN FEATURES 
GABLE roof Bungalow of popular de- 


sign offering five large rooms, bath 
and all conveniences. 
Construction is substantial and suitable to 
any climate. 


Outside walls of beveled siding, building 
paper, shiplap sheathing, studding, lath and 


plaster. 

Shingle Roof. Note the attractive porch 
with pergola, large dining room, convenient 
kitchen and large chambers. Plenty of 
attic room. 


DINING ROOM! Blii tcnenfwone 
IZ 6°K 15'0" || JE XIZC. py 
ee 


CHAMBER 
13'e"xio'o" 


INTERIOR VIEW OF DINING ROOM 


DIMENSIONS 


Width over all f 
Depth over all 44 ft. 6 in. 
Height of outside walls...... above grade 
Ceiling height -.............. 9 ft. 
Height of basement pa Acts 
Pitch of roof ft. rise to 12 ft. run 
Eave projection .. Saft eee in ape 
First floor joists......... 2x 10, 16 in. O. C. 
Ceiling joists eerie 28, 16.3nO: C. 
Outside studs eA 14, Loin Os iC, 
Rafters aperesanes eee x 4 LOMO. GC. 
Foundation wall....10 inch concrete below 
grade. 
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FRONT AND LEFT SIDE VIEW 


Design 12011 


AMERICAN HOMES 
BEAUTIFUL 


lil 


i— 


= ||| 


Seen E 
He SSS SSS SS 0 ss Sn 


wig | Da 


ee ahem Ae 


AMERICAN HOMES Design 12011 : 143 


BEAUTIFUL 


MAIN FEATURES 


A MODEL Bungalow, attractive, eco- 


, nomical, and of substantial construc- 
tion. Seven rooms and bath. 


All rooms are large and well ventilated. 
Grade entrance at rear, right side. 


Outside walls of siding, shiplap, building 
paper, studding, lath and plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Note pleasing exterior and large front 
porch. 


J ° | 1] 
| Cramer |i} 
Izor120° | 


KITCHEN 
190’ x12" 


DINING ROOM 
9" x '0f, 


LIVING 
ROOM 
renee 


INTERIOR VIEW FROM LIVING ROOM 


Design 11920 


DIMENSIONS 


Width over all 31 ft. 9 in. 
Length over all ..69 ft. 6 in. 
Height of outside studs to plate... 


Ceiling height 

Height of basement 

Pitch of roof 

Eave projection... 

Floor joists... x 10, 16 in. 
Ceiling joists. 2 x 6, 16 in. 
Outside studs 2x 4, 16 in. O. C 
Rafters ...2 X 6, 24 in. O. C. 
Foundation wall....8 in. concrete below grade 


AMERICAN HOMES 
BEAUTIFUL 
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AMERICAN HOMES 
BEAUTIFUL 


Si 


MAIN FEATURES 
UNGALOW type of popular design 


offering five large rooms; bath and all 
conveniences. 


Construction is substantial and suitable to 
any climate. 


Outside walls above sill course of stuceo on 
sheathing lath, building paper, studding, lath 
and _ plaster. Siding below. sill course. 
Shingle roof, 


Note the comfortable porch, large living 
room, convenient kitchen and large cham- 
bers. Plenty of space for large chambers 
on second floor. 


CHAMBER 
11'0" x 9'3" 


KITCHEN 
120" x 113" 


Dining Room 
i4'o"x 116" 


INTERIOR VIEW OF DINING ROOM 


DIMENSIONS 


Width wover alesse. Fees ic ere .30 ft. 
Length over alle... ee TEL 
Height of outside studs to plate............ 14 ft. 
First floor ceiling height hae hs 
Height of basement.........-....---..-.-----/ ft. 3 in 
8 ft. rise to 12 ft. run 
ae et LO In 

2x 10, 161n)O.C, 
2X8, VG 10 Oe. 
2 
? 


Pitch of roof.. 
Eave projection 
First floor joists 
Ceiling joists 
Outside studs x 4,16in.O.C 
Rafters 2x 4,16in.0.C 
Foundation wall....10 inch concrete below 
grade. 
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Design 11999 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


substantial construction, yet of medium 
cost. Five large rooms, bath, pantry and 
comfortable front porch. 


Outside walls of wide rustic siding, building 
paper, shiplap sheathing, studding, lath and 
plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Notice the convenient arrangement of rear 
entry, fire place and large kitchen. Plenty 


of closets. 


|| IDINING ROO! 
1 130°xIZ0" 
| 


CHAMBER 
IZ0xid9" 


———— Ii 


INTERIOR VIEW OF LIVING ROOM 


DIMENSIONS 
Width over ADL eeeeeeeeeeeeeeeesceeeeneeeeeneeree A ft, 
Depth over all... 43 ft. 6 in. 


Height of outside walls....12 ft. above grade 
Ceiling height sen 9itt; 
Height of basement.......... Seca hte 
Pitch of roof o 12 ft. run 
Eave Projection. .........-..-2-s1sse-ssnesneenesanennennee Sette 
First floor joists... 2x 10, 16 in. O. C. 
Ceiling joists —.--....-.--- 2x 6,16in. O.C. 
Outside studs 22 Sos VGinTOiGs 
Rater fences aes eeepc my at eng 
wall....8 inch concrete below 


Foundation 
grade. 
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AMERICAN HOMES 
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Design 11955 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


ODERN stucco Bungalow, neat, at 

tractive and planned with five rooms, 
bath and porches, suitable to any location. 
Outside walls of stucco on sheathing lath, 
building paper, studs, lath and plaster. Roof 
is covered with asphalt shingles laid on ship- 
lap or D. & M. sheathing. 


DIMENSIONS 


Width over all 

Length over all............ 
Height of outside studs 
First floor ceiling height 
Height of basement 
Pitch of roof 


; Eave projection .. 

All rooms are large and well lighted. Large Rivet es NOIStS: eee Ko ONNONC. 
closets are conveniently arranged. rh tf 4 4 bi 2x 6,16in. O. C. 
Notice the comfortable front porch, the ed Diep) Ceiling 2x 4. 16in (OWE 
rear porch and the private porch at rear, Rafters Re Bane et iin 


besides the fire place and the attractive liv. | ; “ ~ Foundation wall....8 concrete below 
ing room with sun parlor effect. ; ‘ 


grade. 
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BEAUTIFUL 


AMERICAN HOMES Design 12016 151 


BEAUTIFUL 
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MAIN FEATURES 
TTRACTIVE story and one half brick and 


stucco Bungalow of modern type, econom- 
ical and solid construction. 


Offers seven large rooms, bath and sun parlor, 
besides large closets and fire place. 


Outside gable walls of stucco on sheathing 
lath, building paper, studding, lath and plaster. 
All first story walls are brick with furring in- 
side for lath and plaster. Roof and dormers 
of asphalt shingles laid on shiplap or D. & M. 
sheathing. 


Notice the grade door to kitchen and basement. 


TP oinina |] i | 


ROOM 
ligotictet |i! | 
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| | LIVING 
| ROOM 


SUN. PAR! 
160"X8O" 


Fu25T FLOOR... 


REAR AND SIDE VIEW 


Design 11963 
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Width over all 
Depth over all... 


Height of outside brick walls... 


First floor ceil 
Second floor ce 


Height of basement... 


Pitch of main 


Eave projection 
First floor joists. 


Second floor j 


Ceiling joists -... 
Outside studs (gables). 


DIMENSIONS 


..29 ft. 10 in. 
...00 ft. 


Shea above foundation 


ine height.-=.paeeee 
eiling height. 


roof. 


oists. vi 
Ox, GAG un 
2x x 4 ve in. 


SECOND ‘FLOOR. 
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Design 11963 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


| Fins ROOM one story Bungalow, eco- 
nomical, well constructed and suitable 
to any climate. 


Outside walls of beveled siding, building 
paper, shiplap sheathing, studs, lath and 
plaster. Shingle roof. 


Communicating chambers through the bath 
room. Grade entrance to basement. 


All rooms are large and well lighted. Closets 
are conveniently arranged. Note the writ- 
ing desk Colonnade between living and 
dining room. 
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INTERIOR VIEW THROUGH COLONNADE 
INTO LIVING ROOM 


DIMENSIONS 


Width over all. 

Length over all 

Height of outside -studs 

Ceiling height 

Height of basement. 

Pitch of roof 7 ft. rise to 12 ft. run 

Floor joists 2 x 10: 16an=O.'C. 

Geiline’ fOistS ~scctensenee 2x 6,16im,O0:.C¢ 
eee KA LON Oy ee 

Rafters ... Suis 46 101. 1G 


Foundation....10 inch concrete with 9 inch 
brick above. 
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MAIN FEATURES 


XAMPLE of late American type, at- 

tractive, substantial and of first class 
construction. Offers seven large well 
lighted rooms, bath, and large porch. 
Outside walls up to first sill course wide 
rustic siding, building paper, shiplap sheath- 
ing, studding, lath and plaster. Narrow 
beveled siding up to gables. Shingled gables 
and roof. 
Living room and one chamber full width 
of main building on first floor. Large base- 
ment with grade entrance. 
Notice the attic space besides the chambers 
on second floor. 


22'o" 
GRADE DOOR 


DINING ROOM 
I3'S'x 116" 


CHAMBER. 
12's" x 13's" 


First © Foor 


INTERIOR VIEW OF DINING ROOM 


FRONT AND RIGHT SIDE VIEW 


DIMENSIONS 
Width over all... ..34 ft. 
Depth over all. ..50 ft. 
Height of outside studs .15 ft. to plate 
First floor ceiling height. = Sit 
Second floor ceiling height. 8 ft. 


Height of basement. a7 Sts 
Pitch of roof.... 
Eave projection 
First floor joists. 
Second floor joist 
Ceiling joists.......-....- 
Studding 2 4 16an OG. 
Rafters — 2x 4,16in.O.C. 
Foundation wall....8 inch concrete below 
grade. 


2x 10, 16 in. O.C. 
2x 8, 16in.'O. GC. 
A x A Oan. Ou, 
? 
2 


prosanatns nee 


1 
1 
1 
1 
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CHAMBER 
u's" x 12'0° 


CHAMBER 
i'9" x 12'O" 


SECOND FLOOR 


Design 11984 


AMERICAN HOMES 
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Design 11984 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


M ODERN Bungalow of substantial 
frame construction suitable for any 
climate or location. 


; 

TT Outside walls of siding, paper, shiplap, 
i studs, lath and plaster. 

il Asphalt shingle roof laid upon shiplap or 
Hl D. & M. roof sheathing. 

ii , < : 
i All rooms large, well ventilated with maxi- 


=| mum light. 

ae Other features are the large attic space, 
kitchen equipment and the convenient grade 
entrance. 
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158 Design 11846 


DIMENSIONS 
Width over all SAH E Sita, 8) Te 
Length over all. Peas tie ren A eo 
Height oftoutside studs. see 14 ft 
Geilingm hetelit cy. eeeeetees : a Ort 
Height. of basement...2) 48s, Peet 


Pitch of roof... 
Eave projection 


7 ft. rise to 12 ft. run 
30 inches 


First floor joists...............2 x 10, 16 in. O. C. 
Ceiling joists Pieri ON LOIN OIC, 
Rafters: <2... as «2X 4,16in. ©. GC. 


Foundation wall...8 inch concrete below 
grade. 


AMERICAN HOMES 
BEAUTIFUL 
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MAIN FEATURES 


DIMENSIONS 


Width over all 
Length over all 


TTRACTIVE Bungalow of first class 


construction. Five rooms on first floor 


and space for rooms on second floor, if de- Height of side studs........... =.12) ££. to: plate 
ae ; Ceiling height jena. ee SP ieee 9 ft. 
Outside walls of stucco on sheathing lath, Height of basement......-...-.22.-22---0--- hbiit: 
building paper, studding, lath and plaster. Tena use setae 8 ft. rise to 12 ft. run 
Roof covered with asphalt shingles laid on pee ceniaa te 3 P ee it 
shiplap or D. & M. sheathing. wave se VON «---2-20-saccnevnnee ag Fe ce 
Note the large living room and sleeping Floor joists ere , loin, O.C. 
porch off rear chamber. Ceiling jois “2%. 6,46%1n-, 


Studs: = 
Rafters 


The large front porch is another desirable 
leature. 


O 
OnG: 
2x 4, 1610 O5G, 
2x 4,16in.O 


Foundation wall....8 inch concrete below 
grade. 


INTERIOR VIEW OF LIVING ROOM 


CHAMBER 
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FRONT AND RIGHT SIDE VIEW 
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BEAUTIFUL 
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AMERICAN HOMES Design 11986 161 
BEAUTIFUL 


MAIN FEATURES 
W ESTERN type of modern Bungalow, 


practical, substantial and convenient- 
ly arranged with four rooms and bath. 
Outside walls of siding, building paper, 
shiplap sheathing, studding, lath and plas- 
ter. 
Roof of asphalt shingles laid upon shiplap 
or D. & M. sheathing. 
All rooms large and well lighted. 
Other features are the kitchen arrangement, 
combination living and dining room and the 
communication chambers. 
Notice the desirable fire place. 
Basement under living room only. 


CHAMBER 


IZO"XI10 


LIVING $ DINING 
ROOM 
21'9"x 16'S" 


INTERIOR VIEW OF LIVING ROOM 


Design 12008 


DIMENSIONS 
Width over all 
Length over all 
Height of outside studs. 
Geilimo het ae cee ester teececnes 
Fleight of baserne mts ccc vecccceescseeeeceeee ee 7p i 
Pitch of roof 
Eave projection 
Floor joists 
Ceiling joists ; 
Studs : 2x 4,16in. O. 
Rafters arise 4 Gane C 


Foundation _8 inch concrete below 
grade. 


7 ft. rise to 12 ft. run 


FRONT AND L 


EFT SIDE VIEW 


AMERICAN HOMES 
BEAUTIFUL 
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Design 12008 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 


UNGALOW of substantial construction, 
economical and attractive. Five large 
rooms and bath. 


The grade entrance to kitchen and basement 
is most convenient. 


Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Note the large comfortable porch. 


FLOOR PLAN 


INTERIOR VIEW OF DINING ROOM 


DIMENSIONS 


Width over all 
Length over all... 


Height of outside wal 


Ceiling height 


Height of basement 


Pitch of roof 


Eave projection _... 


Floor joists 
Ceiling joists 
Studs 
Rafters 


Design 11349 


29) 4,6) ans 
-48 ft. 
. from grade 


ee ft. 6 in. 


bes 10, 16 in. O. C. 


x 6, 161n/O.G: 
2x 4,16in.O.C. 


ak 6,164n. OL. © 


Foundation walle Pepa eee 


8 inch concrete 


AMERICAN HOMES 
BEAUTIFUL — 
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MAIN FEATURES 


DIMENSIONS | 
Woe type Bungalow, neat, at- Width vover calla. = ents 37 ety OMitle 
tractive and planned with five rooms Depth over all.............-.. oe es 43 ft. 
and bath. Suitable for any location. Height of studs ..-n...-sec.ccscooe- = ROE: 


Outside walls of wide beveled siding, build- Ceiling heighten eas ee 
ing paper, shiplap sheathing, studs, lath and Height of basement eaten : 
plaster. Roof is covered with asphalt Pitch of TOOK -eeeeeeeenn 6 it. rise to rises 
Shingles laid on shiplap or D. & M. sheath- Eave projection Ueda e aes eeate Seem 2 ft. ms 
ing. Floor joists ........ satak ee x10;16 11, ONG; 


Ceiling: joists eee. 


Waid (ena lejaraty G)1 
All rooms are large and well lighted. Large 


SES sere cease eens 2x 4.1610, OvG: 
closets are conveniently arranged. Notice Rafters ..... 2x 4,16in.O.C. 
the attractive pergola at side of dwelling. Foundation wall... 8 inch concrete. 


INTERIOR VIEW OF LIVING ROOM 


DINING ue 
Room 
Woxt4o" 
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BEAUTIFUL 
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Design 12007 


AMERICAN HOMES 
BEAUTIFUL 


MAIN FEATURES 
A POPULAR hip roof Bungalow, eco- 


nomical and of first class construction 
offers well planned rooms with plenty of 
ventilation and light. 


Outside walls of stucco on sheathing lath, 
building paper, studding, lath and plaster. 
Root covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


Main entrance at side. Large living room 
with fire place. 


Note the comfortable private porch, rear 
grade entrance and convenient arrangement 
oft rooms. 


CHAMBER | 
Woxite 


DINING ROOM |f 
15'6'x 110" 
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CHAMBER 
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PORCH ; 
120x680 


LIVING ROOM 


23'0'x120° | 


FLOOR PLAN 


INTERIOR VIEW OF LIVING ROOM 


Design 11868 


DIMENSIONS 


Width over all 
Length over all... 
Height of studs. 
Ceiling height - 
Height of basement 
Pitch of roof 
Eave projection 
Floor joists.......... 
Ceiling joists..... 
Studs 

Rafters ... 


Foundation wall...9 inch concrete below 
grade. 


AMERICAN HOMES 
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MAIN FEATURES DIMENSIONS 
M ODERN Bungalow with space for 


rooms on second floor if desired, Width over all... crass 28 ft. 6 Hit 
economical and well constructed. Suitable Length over all 99 ft. 6 in. 
to any location. Height of outside studs... 12 ft. 
Outside walls up to sill course of stucco on ss i | Ceiling height Sy en tit 
sheathing lath, building paper, studs, latn | | Height of basement Witte 
and plaster. Beveled siding above sill 
course. Shingle roof. 


Pitch of roof . rise to 12 ft. run 
WW Eave projection. end timate 
tia a ae Floor joists 2x 10, 16 in. O. C. 


ae 

; j Ceiling joists... 2.6) 162n ONG, 

closets are conveniently arranged. Notice Rafters 2x 4, 16in.O.C. 
the grade entrance at rear and comfortable ; rere! a Relea as 

front porch, ra : Foundation wall....9 inch concrete below 

: grade. 


Five large rooms, bath and rear entry. 
All rooms are large and well lighted. Large 


INTERIOR VIEW THROUGH FOLDING FRENCH 
DOORS INTO DINING ROOM 
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FRONT AND LEFT SIDE VIEW 
FLOOR’ PLAN . 
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MAIN FEATURES 


ARM house, a model Bungalow, attrac- 
tive, economical, and of substantial con- 
struction. Five large rooms, bath, large 
pantry and wash room. 
All rooms are conveniently arranged, well 
ventilated and suitable for farm require- 
ments. Grade entrance at rear, left side. 
Stairway to large attic. 
Outside walls of stucco on common lath, 
building paper, furring, shiplap sheathing, 
studding, lath and plaster. 
Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 
Notice the immense living room and din- 
ing room. The desirable front porch is 
another pleasing feature. 


--1 KITCHEN 


1 Hex! 
Lt 


NING. ROOM 
25'0'x12'0" 


FLOOR PLAN 


INTERIOR VIEW OF LIVING ROOM SHOWING 
FIRE PLACE 


CHAMDER || 
10'5"xIz'0" 


Designs 42033 


DIMENSIONS 
Width over all..... Caiehae teat 70 ft. 
Depth overta lls see sense oie 43 ft. 3 in. 
Height of outside studs 9 ft. 
Ceiling height ......... S Ott 
Heiphtror basement...c-:.s1ascocase ee Cutts 
Pitchvor roOt.es see 7 ft. rise to 12 ft. run 


x 10, 16.in.'O:C. 
x 6; 1610.0, GC. 
.2x 4,16in. O.C. 
4, 16 in. O.C. 


inch concrete with 9 inch 


Eave projection... 
Floor joists Sdesdeuse = 
Ceiling joists........... 
Studsv ewes 

Rafters 


Foundation....9 
brick above. 


AMERICAN HOMES 
BEAUTIFUL 


AMERICAN HOMES Design 12033 173 


BEAUTIFUL 


MAIN FEATURES 


| | IP ROOF Bungalow of popular design 
offering five large rooms, bath and 
all conveniences. 


Construction is substantial and suitable to 
any climate. 


Outside walls of beveled siding, building 


paper, shiplap sheathing, studding, lath and 
plaster. Roof of asphalt shingles on ship- 


lap or D. & M. sheathing. 


Note the comfortable porch, large dining 
room, convenient kitchen and large cham- 
bers. Plenty of attic room. 


} 
| CHAMBER | H 
iz3xioe | 


|| 14'a"x lt it 4 
ey, 

ICHAMBER |ILivinc ROOM| 1 
14'3' x's" 


| OSKIS 


FLOOR. PLAN .- 


INTERIOR VIEW_THROUGH CASED OPENING 
INTO DINING ROOM 


DIMENSIONS 


Width over all 

Length over all 

Height of outside studs. 

Ceiling height 

Height of basement 

Pitch of roof . rise to 12 ft. run 

Eave projection - Sao. 

Floor joists 2x 10, 16 in. 

Ceiling joists .... eae Onl6 it: 

Outside studs .... £2 41 61n. 

Rafters 2x 4,16 in. 

Foundation wall....8 inch concrete below 
grade. 


FRONT AND 
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MAIN FEATURES 


DIMENSIONS 

NA designed, up to date, one story Nath ecerwea lle Se ee era) FEO IES 
modern Bungalow. First class frame Length over all....... ce a ee 54 ft. 10 in. 
construction suitable to any climate. Height of outside walls to plate............... 13 ft. 
Outside walls below belt course of stucco on Gelling Height tise a eee 9 ft. 
sheathing lath, building paper, studding, lath Height’ of; basementscccs-cc2c6s cee OnE: 
and plaster. Shingles on shiplap sheathing Pitch of roof.................... 7 it. rise to 12 ft. run 
above belt course. Eave projection svsseectneentnnetnerneseennean 2 ft. 
Roof is covered with asphalt shingles laid on First floor joists... ssossrnene X10, 16 el O. < 
shiplap or D. & M. roof sheathing. Ceiling Sjoists on sca ne 6, 16 in. O. C. 
Note the large living room, fire place, and the eee << eg y - se 3 
conveniently arranged rooms. ; : Rafters ‘ ECD peas is 
; WI i nc Aas Atay Mies Os acs wi Foundation wall...... ..10 inch concrete. 


INTERIOR VIEW OF LIVING ROOM 
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Design 12017 


AMERICAN HOMES 
BEAUTIFUL 


SSS Si 


MAIN FEATURES 
A TLRACTIVE and economical Bungalow 
of first class construction, 
Suitable to any climate or location. 


Outside walls of stained rough © siding, 
building paper, shiplap sheathing, studding, 
lath and plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D. & M. sheathing. 


This house offers large rooms, plenty of 
closets and the maximum amount of light 
and perfect ventilation. 


The living room and sun parlor combina- 
tion 1s eftective. 


RITCHEN! 
| N'3"x9'3" 


|] DINING pe 
| ROOM Reeiteay tet 
| ; W'3"x i'e* | 


| 
LIVING 
ROOM | || 
is'e'x15'3} 


FRONT AND SIDE VIEW 


Design 11975 


DIMENSIONS 


Width over all pe eo ttiOuie 
Length over all. ..58 ft. 6 in. 
Heigi.t of outside studs......12 ft. above grade 
Ceiling height 

Height of basement 

Pitch of roof 

SAV ONDE OI CCUION 2 seccctccat cc ecect ren s eaoee 27 in. 
First floor joists = x 8, 16 in. O. C. 
Ceiling joist etree SN Scan brill Oe 
Rafters poeeinene X 4,16 10. Oy'C- 
Foundation wall...8 in. Concrete below grade 
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=i = 


= 


P TO DATE Dutch Colonial type, attractive, economical and of first class 


IX room attractive Bungalow, economical and of first class construc- construction, offers five large well lighted rooms, bath and sun parlor 


tion, offers well planned rooms with plenty of ventilation and light. Outside walls of beveled siding, shiplap sheathing, building paper, studding, 
wk I yo atio ind ligh lath and plaster Roofing of asphalt shingles laid on shiplap or D. & M. sheath- 
H . sage - I 
Outside walls of stucco on sheathing lath, building paper, studding, lath and ing. 
plaster. Shingle roof. Main entrance at side. Large living room. Living room full depth of building, large basement with grade entrance. 
pce aes comfortable porch, side grade entrance and convenient arrangement of DIMENSIONS | 
Size over all 88 ft. eco. ft, 9 an, Pitch of ‘roof. os osccaschoastecea eeepc 
DIMENSIONS ‘ a Height of outside studs to plate....9 ft.  ——ssseeeee--ee 7 ft. & 20 ft. rise to 12 ft. run | 
ROOF First floor ceiling height 9 ft First floor joists 2x 8, 16in. O, C. 
Size over all.............- oe. > Second floor ceiling height 8 ft Second floor joists 2°x'8; 164nt Oe 
eee tt XS Height of basement..............---... ott: Ceiling joists 2x 4,16in. O. C 
CHA J , ks 
Height of out m uora| Studs ... w-2 X 4, 16 in. O. C 
to plate......... Reaitars:\ .acc.-ce Pusiesde K 4,164, OD 
DINING First floor ceili Foundation wall-........... 10 inch concrete 


9 ft. 
Second floor ceiling 

Height ... 8 ft. 
Height of 


Room 
(so*x1'6" 


Pitch of roof. a 
8 ft. rise to 12 ft. run 
First floor joists 
Pn 03,10 
Second floor joi =e, 
ee 2s 0, 16,in OC. 
(Geilinge (jO1Sts : cnc msccecs 
eon x 4, 161: 'OuC. 
Studs .2x 4, 16in. O. C. 
Rafters..2 x 4, 16in. O. C. 
Foundation wall....10 inch 
concrete. 


PARLOR 
6x10 


ous 


i | CHAMDLe 
| izlo"xn'9* 


SSS 


180 Design 12023 Sis ee Sa Design 11985 


N ORIGINAL story and one half Bungalow offering six large 
rooms, bath and all conveniences. ; 
substantial 


Construction is and suitable to any climate. 


Outside walls of beveled siding, building paper, shiplap sheathing, studding, 
and plaster. Gables are paneled. 


lath 


Note the grade entrance, large living room, convenient kitchen and large cham- 
bers on second floor. 
DIMENSIONS 


all. 
28 it 


Size over 


x 46 ft 


Heig 
to plate 

First floor ceiling height 

9 ft. 


iling 


floor 


Second 


PCI TE i acaccas--ceunersae 8 it. 
Height of basement..7 ft. 
Pitch of roof ppeste 

12 ft. rise to 12 ft. run 


First floor joists... 
ee x 10; 161 OC, 
Second floor joists...-- 
2x 10, 16 in. O. C. 
g joists... 
wena X 4, 161n, O. 
ide studs........:.---.. 
x 4,16in. O. C, 
x 4, 16in, O. C. 
10 inch 


Rafters... 
Foundation wall 
concrete. 


AMBREL roof dwelling of substantial construction, offers se 
large well arranged rooms. 
Outside walls of beveled siding, building paper, shiplap sheathing, 
and plaster. Shingle roof. 


The chamber on first floor, large dining room and convenient 
rooms are special features. 


DIMENSIONS 
all 


Size over aill-..-...2..... 
5 ft. x 44 ft. 
ynutside studs 

Peper t Vae 10 ft. to plate 
First floor ceiling height 


ft 


Heig 


ax = 
Down! 


Second floor iling 
height -. E 8 ft. 
Height of basement..7 ft. 
Pitch of roof top rafters 
5 ft. rise to 12 ft. run 


LAL HEN 


| 
}USKISS i 


x 


DINING 
ROOM 


3x40 


| 4 Sn 
u 


| [cham 
| [CHAMBER onody | 


Pitch of roof lower raf- jS"xu 
CHAMERR! ters.... 24 ft. rise to 12 
Ne erat ft. run, 
| First floor joists-........--- 


CHAMBER. 


...2 x 8, 16 in. } \ 
eek tele) 


Second floor joists 


atenaae A, PO 

Rafter. 4, 16 in. 

Foundation....8 inch con- 
crete with cement 
blocks above grade. 


SECOND FLOOR_ 


BEAUTIFUL 


Design 11877 
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Design 12040 


| 
| 
| 


eS 00 Bess 


TTRACTIVE, up to date story and one-half modern dwelling. 

First class frame construction suitable to any climate. 

Outside walls of beveled siding, shiplap sheathing, building paper, studding 
lath and plaster. The gables are shingles. Shingle roof. 
Note the large porches and conveniently arranged rooms and grade entrance. 


DIMENSIONS 


Size over 


182 


28 ft. 6 in. x 48 ft. 6 in. 
Height of side studs.12 ft. 
First floor ceiling height 


Second 
Height 
Height of Basement 7 ft. 
Pitch of roof 
.9 ft. rise to 12 ft. run 
First floor joists 
2x 10, 16 in. O. C. 
Second floor joists.....--- 
2x 8,16 in. O. C. 


Ceiling joists.. 
z Sees 16 in. O. ‘C 


BO eA 16) 1%, Occ: 
Foundation wall....10 in, 
concrete. 


14'0% 10'o" 


eee 


ic HAMDBER 
9x0" 


| 
CHAMBER. 
140x130 


Design 12041 


struction. 


G stesction OY dwelling, 


= Offers five large well lighted rooms and bath. 
First story outside walls of wide beveled siding, shiplap sheathing 


studding, lath and plaster 


Second story walls are shingles laid 5 in. to weather. 
Roof is covered with asphalt shingles laid on shiplap or D & M 
Notice the convenient arrangement of the rooms and the large 


DIMENSIONS 


> over all 


attractive, economical and of first class con- 


, building paper, 


sheathing. 
porch 


ft. x 41 ft. 


Height of outside studs. 
First floor ceiling 
height Digt. 
Second floor ceiling 
Height -8 ft. 
Height of basement 
7 


of roof....7 
rise to 12 ft. run. 
First floor joists.. 
8, 16 in. & 12 in. 
G 
Second floor joists.. 
2x 8, 16 in. O. C. 
Ceiling joists... 
2x 4,16 in. O. C. 
Studs...... 
.2x 4, 16in. O. C. 
Rafter . 
a, x 4, 16 in. O. C. 
eer ition wall ....8 
in. concrete below 
grade. 
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Design 11989 


-16 ft. to 


SECOND FLOOR 


9 in. 
plate 


WO story dwelling for narrow lot, econornical and of first class construction. 


NE and one-half story Cottage, suitable for a narrow lot. o : 
ial SES Oe i ais iain Bane naa EY sac eR Offers five large well lighted rooms. 
p » y S six rooms conveniently First story outside walls of wide beveled siding, shiplap sheathing, building 


arranged. -. : paper, studding, lath and plaster, 
Outside walls of beveled siding, shiplap sheathing, building paper, Second story walls are shingles laid 5 in. to weather. 
Roof is covered with asphalt shingles laid on shiplap or D. & M. sheathing 


studding, lath and plaster. Shingle roof. : 
Notice the combination of living room with sun parlor and the convenient dress- 


DIMENSIONS ing room 


Size over all Grade entrance at side. 
20 ft. x 39 ft. 10 in cf ; DIMENSIONS 
Height of outside Roor Size over all {E033 4tn Guan 
walls to plate. 10 ft. Height of outside studs...... 


Ceiling height......9 ft. — ‘ \ First floor ceiling height 
a 9 ft. 


Pitch of roof......10 ft. Eel 
oR ) ss Bi = 
Hed AES lm Second floor ceiling 


First floor joists... Weight: cteeeerrass-on 8 ft. 


---2 x 8, 16 in. O. C. xTO | | : Height of basement... 
- ; | : --6 ft. 8 in. 


Second floor joists 
x8 16.10. ©..C, is 
.-4 ft. rise to 12 ft. run 


Ceiling joists TR Be “T 1 pe <) 
2x 4, 16 in. O. C. 1o | 8 / r J First floor jois J 
tt seaneasnee KG, IGA OnG 


Studs . ai 
24016 in OUG? —— 4 4 — Second floor joists.....- 
s res a | ewe Sy lounsOuG 


Rafters... anne J . | 9] ela Ceiling joists 

eee a, LONG: a 

Concrete foundation | i = ant 
‘ -: SECOND FLO 


Design 12043 pce 5a oe Design 11997 


} 


| 


FS 
: 
a 
| 
B 
A 
: 
B 
i 
: 
B 


as 
i 


_————— SSS ESS SSE Shi 


ODERN, well designed dwelling le Bungalow, attractive, economical, and of substantial con- 
of Bungalow type. struction. 
Outside walls of stucco on sheathing All rooms are large and well ventilated. Grade entrance at rear. 
lath, building paper, studding, lath : ae i pays , 
: g ’ g, ts : ; " 
and_ plaster. es walls of siding, shiplap, building paper, studding, lath and 


Roof covered with asphalt shingles 
laid on shiplap or D. & M. sheathing. 
| CHAMBER 


| jodkue® Note the large living room, fire place, 
and sun parlor. 

Stairway to attic. 

Rooms in attic if desired. 


Roof covered with asphalt shingles laid on shiplap or D. & M. sheathing. 
DIMENSIONS 


Size over all....42 ft. x 27 ft. 
Bete: nt of outside studs.... 
= ..12 ft. from grade 


SS S55 SSS SSS S53 


CHAMBER a 1] Kitc HEN ia Ceiling height.................. 
| Y DIMENSIONS jLexTe C CHAMBER Height of basement....... 
| Size over all..... Pitot 6) TE) in, - 14'6'x10'9" Sy a poche ba Tonka van 
Height of outside studs....16 ft. above grade c 

First floor ceiling height e 

LIVING ROOM f Height of basement 


13'9°x10'9" 


Floor joist 


ne 


rachel eae Mea | Pitch of roof....-.----- 8 ft. rise to 12 ft. run , 1] IRR ae Ceiling 

First floor joists.. 2x 10, 16in. O. C. ———=} 23'0"x [3'0" | ey a en 
Ceiling joists 2x 6, 16in. O. C. | PORCH cus! Studs 2x 4,16in.O.C. 
Studs -...----.--.---- Bade 2 x 4, 16 in. O. C. [ee = Rafters ......2 x 4, 16 in. O. C. 
Rafters: ...0...:- woes 4, 16in- ©. C. eer eg rege ae all 

| rade e e srade. 

| F1_OOR’ PLAN Foundation Wall's ..8 in. concrete below grade FLOOR PLAN 

: 

| 

ily 


=| 


OS —————— | ea SS SSS SSS] 


Qn 


Design 12015 1) ibe rh Design 12012 


184 


a 
| 


Porc 


EF 


HL] * 


CHAMBER 


6 


8 en OE sg 7 SNS S33 OS 


FLOOR PLAN . 


P-TO-DATE Bungalow Dwelling, 
attractive, economical and of first 
class construction. 


Offers five large well lighted rooms, bath 
and sun parlor. 


First story outside walls of stucco on 
sheathing lath, building paper, studding, 
lath and plaster. 


Shingle roof. 
Living room full width of building. 


Large basement with outside entrance. 


DIMENSIONS 


Size over all St ft) = 57 ft. 
Height of outside studs to plate-.............. 14 ft. 
Ceiling height ait 
Height of basement. Pomeee t  Tey tant Tig be 
Pitch of roof. rise to 12 ft. run 
Floor joists x 8, 16in. O. C. 
Ceiling joists x 6, 16 in. O. C. 
Studs. .-..-:. uo 4) 16300; 'C) 
Rafters. -....... = ....2x 4, 16 in. O. C. 
Foundation wall.....--- 8 in. concrete below grade 


Design 12019 


TTRACTIVE, up-to-date, one story modern dwelling with 
attic space and stairway to same. 


CHAMBER 


emp = 4 | n's*xiz' 
rt 
KITCHEN 8 oes 


3"xXIOG 


First class frame construction suitable 
to any climate. 

Outside walls of beveled siding, shiplap 
sheathing, building paper, studding, lath 
and plaster. 

The gables and walls above window tops 
are shingled. Roof is shingled. 

Note the large living room, breakfast 
room, and the convenient arrangement. 


DIMENSIONS 
Sight eke OO eee 


Size over all 
Height of outside walls to plate 
Ceiling height -.. 
Height of basem 
Pitch of roof.. 
Floor joists - 
Ceiling joists 
CEG hence. taete . 1: 
Rafters : eas dase ren aick hea dewade OU MU MAS 
Foundation wall......8 in. concrete below grade 
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CONOMICAL Bungalow of first class construction. An attrac- 
tive design, very popular and suitable for any location. 


Outside walls of siding, building paper, 
studding, lath and plaster. 


Roof covered with asphalt shingles laid 
on shiplap or D. & M. sheathing. 


Besides four large well lighted rooms, 
there is the convenient breakfast room 
just off the kitchen. 


The large porch is another desirable 
feature. 


DIMENSIONS 


Dizejover.allisin wcas-eeece sacees 24 ft. x 41 ft. 

Height of outside studs... 

Ceiling height.. 

Height of basement 5 

Pitch of roof.. -7 ft. rise to 12 ft. run 

Floor joists - -2x8, 16 in. O.C. 

Ceiling joist -2 x 6, 16 in. 0.c. 

Studs ..... 2x 4,16 in. O.C. 

Rafters . . -2 x 4,16 in, O.C. 

Foundation wall. inch concrete below 
grade, 


Design 11992 Se orauTiuL 


CHAMBER 


| lo’s"x1'94 


HIS attractive Bungalow be- 
sides being economical and of 
substantial construction, offers five 
large well lighted rooms. 
Outside walls of stucco on sheath- 
ing lath, building paper, studding, 
lath and plaster. 
Roof is covered with asphalt 
shingles laid on shiplap or D. & M. 
sheathing. 
Note the large comfortable porch. 


Space in attic for rooms if desired. 


oP ONS 
29 ft. x 49 ft. 


6 in. above grade 


Ceiling height......... 9 ft. 
Height of basement.. af ft. 
Pitch of roof... 6 ft. rise to 12 ft. run 
First floor soe x 8, 16 in. O.C. 
Ceiling pea * 6; 16:in; OC 
Rafters aabas 2x 6, 24 in. O.C, 

8 inch concrete 


Design 11995 


TTRACTIVE and economical Bungalow 
of first class construction, suitable for a 
narrow lot. 


Outside walls of stained rough siding, shin- 
gles, building paper, shiplap sheathing, stud- 
ding, lath and plaster. 


Roof covered with asphalt shingles laid on 
shiplap or D, & M. sheathing. 


Besides five well planned rooms there is the 
cozy sun parlor. 


DIMENSIONS 
Size sO Vers Alle ee ccacpuvetoaac atece cseasrcasen 20) ft. & 53, ff 
Height cf Outside studs................12 ft. above grade LIVING ROOM 
Ceiling height Seon 9 ft. 250x113" 
Height of basement. see? St 


-6 ft. rise to 12 ft, run 
oot HS y LO itis Wy Ca 
---.2X 4,16 in. O. C, 
poseuatdaarasgoescet KX Sy, 16. inc, Ce 
..8 in. concrete below grade 


Pitch of roof. 
First floor joists.. 
Ceiling joists 
Rafters 
Foundation wall.. 


Vices attractive Bungalow of 
substantial construction. 

Outside walls of stucco on sheathing 
lath, building paper, studding, lath and 
plaster. 

Roof covered with asphalt shingles laid 
on shiplap or D. & M. sheathing. 
This house offers large rooms, plenty 
of closets and the maximum amount of 
light and ventilation. 


The large porch and fire place are de- 
sirable features. 


DIMENSIONS 


Size over all... 27 ft. 6 in. x 51 ft. 
Height of outside studs -12 ft. above grade 


anf ite 

itch of roof... rise to 12 ft. run 
Floor joists --2 x 8, 16 in. O. C 
Ceiling joists 2x 6,16 in. O. C. 
Studs .. -2x 4, 16 in. O. C. 
Rafters 2x 4, 16in.O.C 


Concrete foundation wall....8 in. width below 


grade. 


Design 11977 Se BEAUELIE 


Design 11980 


SSS SSS SSS SSS SS SSS SSS SSS Iii 


OS SS SS = 


I | ERE is a neat Bungalow, economical and of first class construc- IX room one story Bungalow, economical, well constructed and suit- 
tion. It offers five large well lighted rooms besides the break- able to any climate. 
fast porch. 


Outside walls of beveled siding, building 
Outside walls of stucco on sheathing paper, shiplap sheathing, studs, lath and 


lath, building paper, studding, lath and plaster. Shingle roof. 


Sees ' RCHEN i —— Communicating chambers through the 
se Roof is covered with asphalt shingles | z'o'xilo'y Lali eee nenantronce 
i= laid on shiplap or D. & M. sheathing. pte 7." 
i ; : : t All rooms are large and well lighted. 
| Note the comfortable porch, fire place i Sees : 
and grade rear entrance. PEEPS Closets are conveniently arranged. 
i H 
l|oinine BOOK DIMENSIONS DIMENSIONS 
) Size over. alll...-.c-c0-----0-------28 ft. x 52 ft. 3 in. 4 5 
CHAMDER i a siderntuda 12 ft. from grad Size over all-_-------.------------- sissvenenen 29 ft. x 55 ft. 
it i'stx 12'0 | Hsien 3: outside atud aa ee i i LIVING ROOM Height of outside studs to plate............---. 9 ft. 
j Ceiling height ae eco tte 139X120 ey ae : 
= First floor ceiling height 
Height of basement.......- auth iite : : g 
Peis c Height of basement. 
Pitch of roof ..6 ft. rise to 12 ft. run Pitch of roof 5 ft. ris 2 
Floor joists.. Pe re SL, Doe OC. itch of roo -5 ft. rise to 12 ft. run 


First floor joists 2" 10; 16.10 OvG: 
Ceiling joists ... 22% 16, 163n- O2C, 
Outside studs Se ree ane Vatu t ba GYM OS 
Rafters 2x 4,16in. O..C; 
Foundation wall... ---10 inch concrete 


Ceiling joists 

Studs secure RO ORCS 

Rafters: <vec.-nccceo--cozace=n : 2x 4, 16in. O. C. 

Concrete foundation wll....8 inch concrete be- 
low grade. 


= SSS SSS SSS SSS SSS 
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= 


3 
|| 


T= room attractive Bungalow, economical and of first class con- TTRACTIVE Cottage of Bungalow type 
struction, offers we anne 5 wit enty of ventilati > ¢ : : . 

uction, offers well planned wanneee. h plenty of ventilation and First class frame construction suitable to any climate. 

ght. 
as Outside walls below sill course stucco on 
sheathing lath, building paper, studding, 
lath and plaster. Beveled siding above sill 
course. 


Outside walls of stucco on sheath- 
ing lath, building paper, studding, 


CHAMBER L Ol SL lath and plaster. 


Shingle roof. LRreMeN : Shingle roof. 


Note the comfortable porch and jy, 12 8B 2 


oo Note the large and conveniently arranged 
large living room. 


rooms and grade entrance. 


Large attic space can be utilized. Large living room opens direct into private 


front porch. 
DIMENSIONS 
: Sr DIMENSIONS 
Size over all... 38 ft. 6 in. x 53 ft 


Height of outside studs.............-. 33 Size over all. egreceueeeeae, MOORE OTe 
srreteseenteettaeeenenes 12 ft. 8 in. from grade Height of side studs onan 14 ft. from grade 
1) Ceiling height f 
oe iling heig Height of basement. a 
tape | pe seca reali 7 tte | Pitch of roof... . Tise to 12 ft. run 
Pitch of roof. 7 ft. rise to 12 ft. run —— 4 ns Flcor joists. be x 8, 16 in. Ole: 
First floor joists x 10, 16 in, O. C. om Ceiling joists - ¢ x 6, 16 in. O. Cc. 
Ceiling joists - 2x 6, 16in. O. C. } x KT" Studs . 2x 4, 16 in. O. C. 
Rafters 2x 4,16in. O. C. Z A Rafters) <...--.: : 2x 4, 16 in. O. C. 
Foundation wall....10 in. concrete below Concrete ....10 in. width below 
grade. : grade. 
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DINING 
ROOM 


HISUN PARLOR PORCH 
oxee’ 9e"x7 


ie ee | 


N ODERN and substantial one story Cot- 
f tage of Bungalow type. 


First class frame construction, suitable to any 
climate. 


Outside walls of stucco, on sheathing lath, 
building paper, studding, lath and plaster. 


Roof is covered with asphalt shingles laid on 
shiplap or D. & M. roof sheathing. 


Note the large and conveniently arranged 
rooms. 


Living room full width of dwelling. 


DIMENSIONS 


Size over all...... ..21 ft. 6 in. x 54 ft. 6 in. 
Height of side walls. 13 ft. 6 in. from grade 
Ceiling height re si 
Height of basement rz Sree a 
Pitch of roof. . rise to 12 ft. run 
Floor joists 2x 8, 16in. O. C. 
Ceiling joists . 2x 6, 16in. O. C. 
Studs 2x 4,16in. O. C. 
Rafters 2x 4, 24in. O. C. 


Concrete f ation wall. “8 in. width below grade 


HIS attractive Cotta 


ge besides being economical and of first* class 


construction offers five large well lighted rooms. , 


CHAMDER | 
1'913'9" | 


DINING ROOM| 


uy 


|| 13'9°xiI'0 


Ele | 


ROOM 


CHAMBER 
150°x14'3" he 


= 
+ FLOOR PLAN 


Outside walls of beveled siding, 
shiplap sheathing, building paper, 
studding; fath and plaster. 

Roof is covered with asphalt shin- 
gles laid on shiplap or D. & M. 
sheathing. 

Note the extra large chambers com- 
municating with bath. 

Grade entrance at rear: 


Concrete’ front porch and steps. 


DIMENSIONS 


Size over all--c..0se..-----« 30 ft. x 41 ft. 9 in. 
Height of outside studs to plate 


Ceiling height. 

Height of basement... has . 
Pitch of roof. 7 ft. rise to 12 ft. run 
First floor joist x 10, 16 in. O. C. 
Ceiling joists x6; 16'1n, OuC. 
Rafters x 6, 24in. O. C. 
Foundation wall... in. concrete below 

grade. 


Design 12001 
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1 Kitchen with Built-in Worktable and Cabinet—Essential to easy housework 
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